COLORADO 


H+L Architecture 
announces the addition 
of the following staff to 
the firm: 


ent Freed is both a registered 

Architect and Landscape 

Architect, joining H+L with 20 
years of experience. He leads the 
integration of landscape planning into 
architectural environments and is cur- 
rently working on the new Brighton High 
School design and several elementary 
school projects, 


Kent Freed 


Adam Clack adds to H+L’s landscape 
design group with seven years of experi- 
ence. He is also working on the new 
Brighton High Schoo! design and several 
elementary school projects with Kent 
Freed. 


Adam Clack 
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Phil Scott has 19 years of experience in 
interior architecture and is working on 
design projects within the Technology / 
Corporate / Commercial segment. He 
previously worked at Acquilano Leslie, 
Inc. where he wasinvolved in the pro- 
gramming, planning, and design of 
numerous high-end corporate projects. 


Phil Scott 


Jennifer Ludiam recently moved to 
Denver from Missouri and joins H+L with 10 
years of experience, primarily in health- 
care and senior living design. She is cur- 
tently working on The Montrose Memorial 
Hospital project in Montrose. 


Jennifer Ludiam 


Loree Karris the Project Administrator 
and central contract coordinator for 
H+L’s design team on The Children’s 
Hospital at Fitzsimons project in Aurora. 
She has a degree in Computer 
Information Systems from Regis University 
and over 20 years of experience in the 
A/E/C industry. 


Loree Karr 


Nandini Kane comes to H+L with 8 years 
of experience in commercial and 
government facility architecture. She is 
working on The Children’s Hospital at 
Fitzsimons project with H+L's healthcare 
segment. 


by AIA Colorado Staff 


Eric Drayson has worked part-time at H+L 
over the last few months creating 3D pro- 
ject models and now takes on a full-time 
role during his last semester of his Masters 
of Architecture degree at CUD. He is cur- 
rently working on the Challenge to 
Excellence Charter School project in 
Parker. 


Eric Drayson 


Brandt Shwayder is in his final year of his 
Masters of Architecture degree from the 
University of Colorado at Denver (CUD). 
He was hired for his graphic illustration, 
computer modeling/rendering, and 
website design abilities, which will be uti- 
lized on a variety of H+L’s projects. 


Brandt Shwayder 


(continued on next page) 
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2003 AIA Colorado 


Board of Directors 


President 
William B. Tracy, AIA 
President-Elect 
Chris Green, AIA 
Treasurer 


John Yonushewski, AIA 


Treasurer-Elect 
Cheri Gerou, AIA 


Secretary 
Morey Bean, AIA 
Past President 
Elizabeth Wright Ingraham, FAIA 


Directors 


Associate Director 
Jason Pettigrew, Assoc. AIA 


Professional Affiliate 
Isabelle Matteson, PA 


Public Director 
Al Siattery, PA 
University Director 
Patricia O’Leary, AIA 


Student Director 
Adam Wright, SA 


1515 Arapahoe St., Suite 1-110 
Denver, Colorado 80202 
303.446.2266 
www.aiacolorade.org 


2003 COMMUNICATIONS 


ADVISORY BOARD 


Mission Statement and Tasks 

The Communications Advisory Board 
(CAB) has been formed to serve the 
members of AIA Colorado, Insuring them 
an informative, comprehensive and timely 
newsletter as well as a progressive web 
site, Members of this board will function as 
an accessible source of Information and 
asa too! for architectural professionals, 
supporting personal and professional 
development. The members that sit on 
the CAB will answer and report to the AIA 
Colorado Board. 


CAB Members: 

Charles Campbell, AIAC/South 
James Buckner, AiAC/West 
James Ramsey, AlAC/South 
Merl Haworth, AIAC/North 
Charlotte Grojean, AIAC/North 
William B. Tracy, AIAC/Chair 
Stephen Loos, AIAC/North 
Isabelle Matteson, PA 

Jason Pettigrew, Assoc. AIA 
Mark Shaw, Dodge Publications 
Michael Hicks, AlA/Denver 
Sherri Hughes-Smith, AIA Colorado 


Communications Director 


Published by 
Meyer Direct Inc, 
1701 Wynkoop St., Suite 239 
Union Station, Denver, CO 80202 
phone: 303.620.9578 » fax: 303.620.9764 
www.MeyerDirect.com 


Dan Meyer, Publisher 


Meyer Direct is Denver's premier full service 
direct response advertising agency. Our 
focus ls on relationship marketing to help 

acquire new customers, develop customer 

activation, retention and loyalty programs 
while increasing profitability, 


“We create customers for life.” 
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H+L Architecture is a professional services 
firm comprised of architects, intern archi- 
tects, landscape architects, and interior 
designers. Celebrating its 40th year, the 
firm provides functional, creative design 
with a community vision. The architectur- 
al corporation services three segments in 
the Rocky Mountain Region: Education, 
Healthcare, and Technology/ 
Corporate/ Commercial. 


Jon Hostager and 
Melissa Martinez 
Join Humphries Poli 
Architects 


umphries Poli 

Architects, P.C. has just 

added two young 
designers to its team: Jon Hostager, 
and Melissa Martinez. Originally hailing 
from lowa, Jon holds a bachelor’s 
degree in architecture from lowa State 
University. He has spent the past 4 years 
at another local firm. Melissa recently 
graduated from the University of 
Nebraska in Lincoln with a bachelor’s 
in design, and is the firm's new interior 
designer. A native Nebraskan who 
grew up in Lincoln, she worked fora 
national interior design firm in Chicago 


before joining Humphries Poli. 


DMOOR 


Marvin's Ultimate 
Double Hung window 
raises the standards 


of excellence. 


42140 ARCHITECTURE INC 


he announcement of ournew 

company, 42 | 40 ARCHITEC- 

TURE INC, has been received 
enthusiastically by clients, consultants, 
and colleagues alike, Our first-quarter 
progress has confirmed our vision of a 
new, proactive practice of Architecture 


We invite you to visit our temporary 
website at www.4240architecture.com 
to sample a taste of our philosophy and 
see some of our completed and on-the- 
boards projects. And, we also encour- 
age your comments and questions. You 
can reach anyone in our studio by email 
using first initials, last names and 
4240arch.com, such as 
jsmith@4240arch.com. Or, contact us 
through the links provided on our tempo- 
rary web page 


42 | 40 ARCHITECTURE’s current 
on-the-boards work across the nation 
includes: 


Master planning of 108 North State Street 
(Block 37), and exciting mixed-use pro- 
jectin the heart of downtown Chicago, 
Illinois for the Mills Corporation 

For Arvida (a St. Joe company), design of 
WaterSound Town Center 24, a residen- 
tial resort building in Walton County, 
Florida. In Panama City, Florida, pro- 
gramming, and providing full architectur- 
al services for RiverCamps/Crooked 
Creek residential resort prototype cabins 


In Bend, Oregon, master planning 
and design of Old Mill Marketplace, a 
five-acre, mixed-use commercial and 
residential development, located In the 
historic lumber mill district. 


“WINDOWS & DOORS 


Distributed by 
BODDINGTON 


LUMBER CO. 


Colorado Distributors of Marvin 
Windows and Doors for over 40 Years. 


For the historic Mount Hermon 
Christian Conference Center, in Mt. 
Hermon, California, design and full archi- 
tectural services for a new Field House 
and Auditorium. Conceptual Design ser- 
vices for Tahoe Beach Club, a new resi- 
dential and recreational development 
at Lake Tahoe, Nevada 


Full architectural services for an 
entirely new, year-around community, 
Snowmass Base Village, in Aspen, 
Colorado, for Intrawest. 


For East West Partners, full architec- 
tural services for Phase 1 of Horizon Pass, 
anew condominium lodge in Beaver 
Creek, Colorado. 


Full architectural services for 900 
West Pearl, a new condominium, retail, 
and office infill project anchoring the 
famous Pearl Street Mall in Boulder, 
Colorado, now under construction 


Full architectural services for St. Julien 
Hotel, a new four-star hotel located in 
downtown Boulder, Colorado, now 
under construction 


For client Forest City/Stapleton, full 
architectural services for eleven buildings 
now under construction, and design 
architecture for one building at Stapleton 
Town Center, located on the 4,700-acre 
site of the nation’s largest infill project at 
the former Stapleton International Airport 
site in Denver, Colorado, 


Master planning for transit-oriented 
Cherokee Gates Redevelopment, a 50- 


(continued on next page) 


Historic Restoration 


Design Consultation 


Field Inspection 
for Budget Development 


Installation 


DENVER 
Jon Lounsbury 


303-427-9333 


— COLORADO SPRINGS — 
Tim Boddington 
719-528-6000 


— GRAND JUNCTION — 
Larry Wilkening 
970-245-4507 
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acre brownfield site at the historic Gates 
Rubber Company near downtown 
Denver, Colorado. 


For East West Partners, full architec- 
tural services for Delgany Lofts, the new 
luxury multi-family residential project in 
Denver, Colorado's historic Lower 
Downtown district, W:\PR, 

Advertising \ Announcement #2.doc 


Limited design competition award 
for the renovation of the public spaces of 
the 10 South LaSalle Street, an office 
building in Chicago's Loop. 


For the State of Colorado, two new 
projects including design and full archi- 
tectural services for the visitor center and 
event center at the state’s newest park, 
Cheyenne Mountain State Park, and for 
the event center at Golden Gate State 
Park. 


And, in Hamburg, New Jersey, con- 
cept design of the phased development 
of the new condominium/hotel at the 
Crystal Springs Country Club. 


As well as custom residential projects 
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in Colorado and Florida. 


In addition, we've just received the 
first copies of The Master Architect Series 
V, a beautifully-photographed, 255- 
page monograph of our work, As the 
book was going to press, the Denver and 
Chicago offices of Urban Design Group 
announced the formation of ournew 
firm, 42 | 40 ARCHITECTURE. The mono- 
graph carries forward the legacy and 
tradition of distinction established over 
the previous 25 years. Ask for it at your 
favorite bookstore. 


With work reaching far beyond 
Denver and Chicago, we continue to 
meet the demand for excellence in city 
and village planning, hospitality and 
entertainment, mountain environments, 
sustainable design, commercial, residen- 
tial and mixed-use development, adap- 
tive re-use, historic preservation, and 
educational/institutional projects.. 


Just as our name, 42 | 40 ARCHITEC- 
TURE, aligns the latitudes of our Denver 
and Chicago offices and stands for the 
collaborative and creative relationship 
between our studios, our work signifies 
both our global and site-specific per- 


What do ygu wantto 
— bulls lave 


Urban to Resort. 
Structural Engineering. 


O'Bryan Partnership 


www.monroe-newell.com 


1701 Wynkoop St., Suite 200, Denver, CO 80202 
denver@monroe-newell. 


(303) 623-4927 « 


VAIL 


70 Benchmark Rd., Suite 204, Avon, CO 81620 
(970) 949-7768 + avon@monroe-newell.com 


DILLON 


765 W. Anemone Tr., Suite 202, Dillon, CO 80435 
(970) 513-1600 « dillon@monroe-newell.com 


spectives, Our three principals provide 
nearly a century of combined experi- 
ence. Our staff of more than 40 


architects, planners and designers pro- 
vides a fresh, yet seasoned approach 
that exceeds our clients’ and consul- 
tants’ goals and objectives, That’s why 
more than 80% of our work comes from 
existing, satisfied clients. Though we have 
anew name, 42 | 40 ARCHITECTURE has a 
long history of experience, completing 
more than $300 million in direct construc- 
tion costs each year for the last eight 
years. 


Again, we look forward to working 
with you in the years to come as 42 | 40 
ARCHITECTURE INC. 

Peter H. Dominick, Jr., FAIA, Senior 
Principal, Denver 

E. Randal Johnson, AIA, Principal, Denver 
Thomas R. Brauer, AIA, Principal, Chicago 


DENVER: 

1621 18th STREET SUITE 200 
DENVER COLORADO 80202 
V 303.292.3388 F 303.292.3113 


CHICAGO: 

233 S. WACKER DRIVE SUITE 5450 
CHICAGO ILLINOIS 60606-6306 
V 312.466.4850 F 312.466.0508 
www.4240architecture.com 


M+0+A Architectural 
Partnership Awards 
Program 2003 

+0+A Architectural 

Partnership is pleased 

to. announce the 
recipients of our ADIMENSIONS 2003 
Client, Contractor, and Consultant of the 
Year Award@. 


M+O+A created this awards pro- 
gram to recognize the clients, contrac- 
tors and consultants of M+O+A who 
demonstrate the highest regard for our 
core values including improving the 
quality of our built environment, showing 
respect and support for the Design 
Profession, and performing with the 
highest quality and integrity. The winners 
of the 2003 Dimensions Awards are: 


Etkin Johnson Group ADimensions 
Award 2003 - Client of the Year" 


M+O+A Architectural Partnership will 
make a donation to the Food Bank of the 
Rockies in the name of the Etkin Johnson 
Group. 


Haseiden Construction, Inc. A Dimension 
Award 2003 - Contractor of the Year” 


M+O+A Architectural Partnership will 
make a donation to Denver Catholic 
Charities in the name of Haselden 


Construction, Inc. 


The Norris Dullea Company A Dimensions 
Award 2003 - Consultant of the Year" 


M+0O+A Architectural Partnership will 
make a donation to Boys and Girls Clubs 
of Metro Denver in the name of The Norris 
Dullea Company. 


M+0+A Architectural Partnership, 
celebrating 22 years of comprehensive 
architectural design and planning 
services, offers special expertise in 
academic, commercial, industrial, 
recreational, institutional and senior living 
design. 


New Church in Highlands 
Ranch Breaks Ground 


LATERPAULL ARCHITECTS is 

pleased to announce the 

recent ground breaking cere- 
mony for St. Andrew United Methodist 
Church. The celebration took place 
September 7th at the new site located 
on ahilltop in Highlands Ranch. St. 
Andrew is relocating from their existing 
facility which is located at University and 
Arapahoe, due to growth. Currently they 
share parking with a South Suburban 
recreation center and sit within 


SLATERPAULL was instrumental in the 
relocation of the church while working 
closely with St. Andrew and the land 
developer to orient the church facility as 
a focal point for the community. 
Sensitivity to arrival, path, image, artistic 
expression and extensive views of the 
Front Range are driving forces in the 
design. St. Andrew will provide 155,000 
square feet of worship space, seat 1,400 
people and offer a chapel accommo- 
dating 150. Design of the new church will 
also offer spaces for music and arts, edu- 
cational facilities, early learning center, 
and fellowship. 


SLATERPAULL is a 30-year old firm and 
leader in design of religious facilities. The 
firm has completed over 65 projects, 
while serving many different religious 
groups. Recent experience includes 
Good Shepherd Episcopal Church 
Renovation and Addition in Centennial, 
St. Mark Catholic Church Campus 
Master Plan in Highlands Ranch, King of 


(continued on page 4) 
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Glory Lutheran Church Addition in 
Loveland, and the Atrium and Early 
Learning Center for Cherry Hills 
Community Church in Highlands Ranch 


SLATERPAULL ARCHI- 
TECTS manage design 
rehabilitation project for 
the Tivoli Student Union 
at Auraria Campus 


ne of Denver's most 

recognizable Grande 

Dame landmarks is 
getting a facelift this year. The Tivoli 
Student Union, built in 1866 as a brewery 
and listed on the National Register of 
Historic Places, is undergoing a $20 million 
rehabilitation of its exterior, windows, and 
roof, and replacement of its fire alarm, 
mechanical and electrical systems. 


A public ceremony took place 
September 3, 2003 at The Tivoli Student 
Union that celebrated the rehabilitation 
project. The Tivoli is located between 9th 
and 10th Streets and Walnut on the 
Auraria Campus in downtown Denver. 
Dr. Tom Noel, a Colorado historian and 


SASH & DOOR, INC. 
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Tivoli Student Union at Auraria Campus before 
design rehabilitation project 
CU-Denver professor, served as Master of 
Ceremonies where tales of the Tivoli's 
famous and colorful past were shared 
The Auraria Campus is home to the 
Community College of Denver, 
Metropolitan State College of Denver 
and the University of Colorado at Denver. 


Denver-based SLATERPAULL ARCHI- 
TECTS, noted for its award-winning edu- 
cational facility design and historic 
preservation, is leading the design pro- 
ject. The first visible act includes removing 
white paint, which has covered the red 
brick complex since 1937, and repairing 
masonry walls and exterior facades, 


Gary Petri, principal and historic 
architect for SLATERPAULL, said members 
of the Auraria Higher Education Center, 
which manages the complex, faced a 
difficult decision between repainting the 
building or removing the paint and restor- 
ing the exterior masonry. "The white paint 
on this historic structure has a long identi- 
ty in Denver, so this was not an easy deci- 
sion," he said. 


“After testing, we found that the 
brick and masonry are deteriorating. In 
fact, the brick is so weak; we don’t 
expect new paint will adhere to the 


Congratulations! 
Gn winning the 2003 
frergy Star fiward. 


Poudre R-1 School District 


surface. In addition, because brick is 
porous, any applied paint will trap 
moisture, which over time causes 
integrity problems. So our most practi- 
cal and cost-effective solution is to strip 
the paint, which effectively stops the 
deterioration process and allows the 
brick to last longer. If we repainted, the 
building would require new paint every 
five to 10 years and after 30 years, it 
would have fo be stripped. Overtime, 
that becomes an expensive mainte- 
nance problem," Petri said. 


Dean Wolf, executive vice president 
for administrative affairs for AHEC, said, 
“The Tivoli is an icon within Denver and an 
important landmark in this city’s history. 
This rehabilitation project is a good invest- 
ment in strengthening the longevity of a 
very important facility for our campus. 
This will immeasurably improve the life- 


cycle costs of this historic structure." 


Tivoli design and construction team led by, from 
left to right: Mark Gray, Gerald H. Phipps; Dean 
Lazzaro, Gerald H. Phipps; Rick Ricker SLATER- 
PAULL ARCHITECTS; Lisa Gardner SLATERPAULL 
ARCHITECTS; Jennifer Cordes, SLATERPAULL 
ARCHITECTS: Gary Petri, SLATERPAULL ARCHI- 
TECTS; Melanie Short, SLATERPAULL ARCHITECTS; 
Joyce Cames, Jacobs Facilities; Ken Martin, 
SLATERPAULL ARCHITECTS: Chris Derington, 
Gerald H. Phipps. 


The rehabilitation project also 
includes replacement of existing alu- 


Zach Elementary 


minum and wood windows and skylights; 
adding exterior lighting; re-roofing on 14 
buildings; upgrading the fire alarm sys- 
tem to interface with campus-wide secu- 
tity; replacing the existing heat pump sys- 
tem and a central plant cooling tower; 
and electrical system upgrades to inte- 
grate with the new mechanical system. 


Petri added that the firm also pre- 
sented the rehabilitation project to the 
Denver Landmark Preservation 
Commission. As a state-owned land- 
mark, the project did not require the 
commission's approval. "We wanted to 
prove that Auraria is a good steward of its 
buildings and as a preservation principle, 
we try to keep as much of the original 
material as possible during renovation. 
The commission was satisfied that the 
windows were in poor enough condition 
that replacement was justified. They 
were thankful that we presented and 
encouraged the approach." 


The Tivoli-Union Brewery complex of 
12 buildings was an active brewery from 
1870 to 1969. The earliest buildings were 
constructed in 1866 and additions con- 
tinued until 1984, It was named after the 
Tivoli Gardens in Copenhagen, 
Denmark. In 1973, the Tivoli was placed 
on the National Register of Historic 
Places, 


The buildings were vacant until 1984 
when ownership was transferred to the 
Denver Urban Renewal Authority and 
subsequently to the Auraria Higher 
Education Center. Later that year, the 
Hahn Company, a private developer, 
converted the complex into a shopping 


(continued on next page) 
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COMMERCIAL INTERIOR DESIGN 
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mall. In 1991, Auraria students voted to 
buy back the lease from the Hahn 
Company and converted the complex 
into a student union and conference 
center. The Tivoll Student Union 
opened in 1994 after a $7 million interior 
renovation 


Today, the Tivoli is considered to be 
one of the most unique and innovative 
student unions in the country. It is man- 
aged by Student Auxiliary Services, a 
division of AHEC. The complex now 
includes 16 separate buildings totaling 
324,100 square feet. More than 36,000 
students from the three institutions on 


the Auraria Campus use the student 
union for cultural, social, recreational 
and organized activities. For more infor- 
mation about the history of the Tivoli, 
please go to: www.fivoll.org,/tivoli/time- 
line.htm. 


Tivoli Student Union at Auraria Campus after 
design rehabilitation project 
In 2001, AHEC contracted SLATER- 
PAULL ARCHITECTS to prepare a long- 
range facilities study for the Tivoli com- 
plex. Following the study, SLATERPAULL 
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began design work on the rehabilitation 
project, The project will be completed 
in the fall of 20085. 


Funding for the project comes from 
a 2000 student bond fee referendum 
which added $18.50 per student, per 
semester, for a total of $58 to Auraria stu- 
dent tuitions. 


From SLATERPAULL, Petri is the princi- 
pal-in-charge and historical architect; 
Jennifer Cordes is the project architect 
and members of the project team 
include Melanie Short, Ken Martin and 
Lisa Gardner. Gerald H. Phipps is the 
contractor; Wiss, Janney, Elstner 
Associates is the forensic engineer; and 
Joyce Carnes is the project representa- 
tive for Jacobs Facilities, Inc., the con- 
struction manager. 


SLATERPAULL ARCHITECTS is ranked 
among the top 25 architectural firms in 
Colorado. It is one of the region's lead- 
ing architectural firms for schools and reli- 
gious buildings, and it also provides 
design services for corporations, higher 
education facilities, historic preservation, 
municipalities, and telecommunications. 
The firm has received awards for its archi- 
tectural designs, innovative solutions and 
community service. Currently, the firm 
has more than 50 projects in the plan- 
ning, design or construction stages 


Public Relations Contact 
Z.J. Czupor or Marta Sipeki 
The InterPro Group 
303-759-8989 
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Preservation Terminology From The 
U. S. Secretary of the Interiors 
Preservation Guidelines 


Preservation is defined as the act 
or process of applying measures nec- 
essary to sustain the existing form, 
integrity, and materials of an historic 
property. Work, including preliminary 
measures to protect and stabllize the 
property, generally focuses upon the 
ongoing maintenance and repair of 
historic materials and features rather 
than extensive replacement and new 
construction. New exterior additions 
are not within the scope of this treat- 
ment; however, the limited and sensi- 
tive upgrading of mechanical, electri- 
cal, and plumbing systems and other 
code-required work to make proper- 
ties functional is appropriate within a 
preservation project 


Rehabilitation is defined as the act 
or process of making possible a 
compatible use for a property through 
repair, alterations, and additions while 
preserving those portions or features 
which convey its historical, cultural, or 
architectural values 


Restoration is defined as the act or 
process of accurately depicting the 
form, features, and character of a 
property as it appeared at a particular 
period of time by means of the 
removal of features from other periods 
in its history and reconstruction of miss- 


ing features from the restoration 
period. The limited and sensitive 
upgrading of mechanical, electrical, 
and plumbing systems and other 
code-required work to make 
properties functional is appropriate 
within a restoration project. 


Sink Combs Dethlefs 
announces the 
promotion of 
Christopher Kastelic 
to Principal 


hris has built a strong 

reputation with Sink 

Combs Dethlefs as 
an outstanding designer and leader. 
Chris joined Sink Combs Dethlefs in 
1994. 


Chris received his Architecture 
degree from the University of Arizona. 
Since joining Sink Combs Dethlefs, Chris 
has worked on numerous outstanding 
projects including: The award winning 
Fort Lewis College Student Life Center, 
the Fort Lupton Recreation Center and 
Study, the Green Valley Ranch 
Recreation Center, the Charles 
Whitlock Recreation Center in 
Lakewood, and the newly renovated 
Rainbow Ballroom that now serves as 
the firm headquarters at 475 Lincoln 
Street in Denver. : 
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AIA Colorado’s 

Sheni Hughes-Smith, 

sat down with 

Monroe & Newell’s 
Communications Director, 
Erica Schneider to 

discuss this long-standing 
relationship and the value 
of partnering with the pro- 
fession. 


Q. Tell us about Monroe Newell? How 
old is the establishment? What is 
your organization's overall mission? 

A. Monroe & Newell Engineers Inc. was 

established in 1991, but has really been in 

creation for many more years, Prior to 
establishing their own firms, Bill Newell, 

PE. and Peter Monroe, PE., were each 

Principals in one of Colorado's leading 

structural engineering firms. In 1991, they 

combined their individual firms to take 
advantage of each other's strengths. 

Along with the firm's other Principals, Mr. 

Craig Carroll, PE., Mr. Hannes Spaeh, PE. 

and Mr. James |. Ness, PE. they have 

more than 100 years combined experi- 
ence. Our mission is to provide the best 
possible consulting structural engineering 
services for each of our clients. This 
means we may be simultaneously design- 
ing a 300,000 square foot hospital anda 
residential addition for the same client. 

We offer the services that enable our 

clients to make their client's dreams 

attainable. 
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Monroe & Newell Engineers, Inc. 
celebrates its tenth year as 
Corporate Platinum Sponsor to AIA Colorado. 


by Sherri Hughes-Smith, AIA Communications Director 


Monroe & Newell 


Engineers, Inc. 


Structural Engineers 
Vail ¢ Denver « Dillon 


@. How does Monroe Newell's mission 
tie into the architectural/design 
profession? 

A. Our mission is to provide the means for 

our clients to achieve their architectural 

vision. Structure can enhance architec- 
tural vision and should form a partnership 
with design to achieve the end result 
desired. This mission is consistent for all 

projects whether they are big boxes, a 

rustic mountain lodge, a timeless institu- 

tional facility, or a lavish private residence. 


ne at atime 


@rindow, but an 


Q. What value has the partnership 
with AIA Colorado brought to 
Monroe Newell? 

A. To successfully provide the level of 

service our clients expect requires us to 

know more about our clients than the 
current project we are working on. 

Being more involved in the architectural 

community provides us with the knowl- 

edge to enhance our understanding of 
our clients, their interests and their goals. 
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Q. What does it mean to Monroe 
Newell to be a AIA Colorado 
10-year corporate sponsor? 

A. We have certainly benefited from our 

enduring relationship with AIA Colorado. 

Ten years is a significant landmark which 

shows our commitment to nurturing 

organizations that enhance our industry. 


Q. Why has Monroe Newell decided 
to partner with AIA Colorado? 
A. Inthe early days of Monroe & Newell 
Engineers Inc., Billand Peter had many 
discussions about things that our compa- 
ny and we as individuals could do to 
enhance our profession and to elevate it 
for the young engineers we would hope- 
fully be hiring. We felt the best voice rep- 
resenting our profession (the design of 
buildings) was The American Institute of 
Architects. This was the single biggest 
factor in determining to commit our 
resources and support to AIA. 


Q. What other ways does Monroe 

Newell support the profession? 
A. We are involved in many areas of 
the A/E industry. Other organizations 
we participate in include SMPS, AIA, 
ACEC, SEAC, and AISC. Of particular 
honor is Peter Monroe's term on the 
Colorado State Board of Professional 
Engineers and Land Surveyors and Bill 
Newell's recently completed term as a 
director of AIA Colorado, 


Q. What has your experience been 
with AIA Colorado? 

A. Our experience with AIA Colorado 

has been a positive one. We feel 

the acknowledgement we have 

received and the involvement in the 

organization has greatly benefited 

our firm, 


Q. Will Monroe Newell continue to 
support AIA Colorado and the 
architectural/design profession? 
If so, how—in what ways? 

A. Yes, as the construction industry 

continues to grow and change with 

new delivery methods, etc. we 
believe the partnership between the 
architectural profession (through AIA) 
and engineering firms like ourselves 
will be more important. 


Thank you Monroe Newell for your 
effortiess support! 


AIA Colorado welcomes | 


submissions or comments. | 


Submissions of 500 to 700 words 
should be emailed to: 
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Introducing: New CU Dean of Architecture 


by AIA Colorado Staff 
Mark Gelernter, Assoc. AIA r. Gelernter received a merged in 1993, he joined the combined 
DEAN, College of Architecture [ > Bachelor of Architecture College of Architecture and Planning 
and Planning — University of from Montana State administered from CU-Denver. 
Colorado at Denver University in 1974, and a PhD in Architecture 


Dr. Gelernter served as a Director 
and as Associate Dean in the various per- 
He was a Lecturer in Architecture at mutations of his College, and for 5 years 
the University of London until 1987, when he was the Associate Vice Chancellor for 
he came back to the United States and the Denver campus. He also served as 
joined the University of Colorado. Hewas the Interim Vice Chancellor for the 
first on the architecture faculty in Denver, Denver campus in 2001 
then on the environmental design facul- 


Dr. Gelernter has won a number of 
ty in Boulder, and when those two units 
Estimating teaching, research and professional ser- 


vice awards while at the University of 


Our goal is to Partner with Design Colorado. He has published two books 


and numerous articles on aspects of 


from the University of London in 1981 


Rider Hunt Levett & Bailey 


A Property and Construction Consultancy 


CONSTRUCTION COST 


Planning During Design 


Management During Professionals to Create Success. architectural history and theory, both 
here and in the United Kingdom. He has 
Construction Colorado’s Premier Construction Management and also written about, and presented wide- 
General Contracting Company...since 1982. ly, new ideas about how to teach design 


LITIGATION SUPPORT 
more effectively. 


VALUE ENGINEERING 
Born and raised in the West, and 


Ss 
Allia nce with a ten year sojourn to Europe to get 
Ten Offices in the U.S. - 40 Offices Worldwide , 
perspective, Dr. Gelernter passionately 
CONSTRUCTION SOLUTIONS believes in the rising destiny of the 


Western culture. He is currently research- 


For Further Information Contact: 


Peter Knowles z "o 
2725 Rocky Mountain Ave., Suite 100 


aa ee a Loveland, CO 80538 ing and teaching ways in which the 
Denver, CO 80202 970/663-9700 buildings and towns of Colorado can be 
e-mail: denver@riderhunt.com designed more in harmony with our spe- 

web: www.riderhunt.com www.allianceconstruction.com cial environment and culture. BX 


C O EARN CEU CREDIT 
while you rediscover one of the most 


designable building materials available. 


Colorade Hardscapes Preevente: 


Innovations in Architectural 
Concrete Flooring & Paving 


U silizing concrete applications to bring your 


architectural designs z+, life. 


‘Versatility «Aesthetic Quality 
(Solutions vs. Limitations) 


Willige of Five Parks, Arvada, í 


* Functionality *Durability 


Reservations are required, *Cost Effectiveness 


but this presentation is (Perceived Value) 
FREE and available daily from 
12pm to 1pm through 
December 31, 2003 at the atta 
Colorado Hardscapes’ Design Center. = A 
Reservations are required, so call Colorado Hardscapes Concrete Design Center = 
303-750-8200 8085 E. Harvard Avenue, Denver, CO 80231 + 303.750.8200 = \ 
today to reserve your seat! www.coloradohardscapes.com ZAS 


architects nationally were number 

1022 in ranked PAC’s having 
scrounged up $80,000 for our national 
PAC from all of our members nationally — 
some 60,000 or so members. ACEC was 
ranked #412 with a fund of $212,000. The 
homebuilder’s PAC was ranked #31 hav- 
ing raised $2.1 million. 


| nthe 1997-1998 election cycle, 


In the 1999-2000 election cycle 
Archipac, our national architectural PAC 
recorded an average contribution per 
member of $1.23. Nurse Anesthetists 
raised $21.43 per member during the 
same cycle, General Contractors raised 
$12.80 per member, and trial lawyers 
raised $53.40 per member. 


Last year at the annual board retreat 
Jerry Johnson our lobbyist asked a very 
interesting series of questions of the 
assembled leaders of AIA Colorado. 


Question 1: How many of us have ever 
contacted or written one of our elected 
representatives - please stand. 


Response: Over half of the room of 
approximately 50 members of AIA 
Colorado stood up. 
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Do your drawings carry 
this stamp? 


The seal of a Certified Consulting Engineer. 
The knowledge and experience of Certified Consulting Engineers 

well beyond applying well-crafted skills to engineer significant and responsible design. 

Knowledge and experience translates into staff development,client education and overall project value. 


Certified Consulting Engineers strengthen the qualifications of their firms. 
They are constantly keeping abreast of industry 1 

to get the project done. As they learn and contribute,they become invaluable guides 
in the project development process. 


And that results in the highest caliber of engineering performance possible 


A Step Beyond. 
Certified Consulting Engineers of Colorado 
899 Logan Street, Suite 109 Denver, Colorado 80203 
303.832.2200 
email: www.acec-co.org/ccec 
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Development of a PAC 


Question 2: Of those standing, how many 
have personally met with their represen- 
tatives? - remain standing. 


Response: Over half of those standing 
sat down leaving about twelve or so. 


Question 3: Of those standing - when 
you're elected representative or senator 
walks into a room how many of you will 
that representative approach, shake 
your hand and recognize you by name? 
Please remain standing. 


Answer. Two of us remained standing. 


So, out of the fifty orso AIA Colorado 
leaders in attendance only two or 4% of 
us had a personal relationship with an 
elected official. If that number transiates 
across the board to AIA Colorado mem- 
bership, out of our 1700 orso members 
only 68 of us— 4% - have relationships that 
can directly impact our profession in the 
political arena. 


I recently talked with the Executive 
Director of the Texas Society of 
Architect's regarding their successful 
political action committee (TAC -the 
Texas Architects Committee) He made it 
clear that when volunteer AIA leaders 


ventures 


trends, searching for more efficient ways 


talk directly to their members to solicit 
contributions to their PAC the Texas archi- 
tects are clear about the reason for 
bringing their influence to bear in the poli- 
tics of the state. “We make it clear to 
each of our members that the contribu- 
tions we make to political candidates are 
intended to influence the election of 
people who can think, reason and listen. 
Because, if we have deliberate, educat- 
ed and reasoned individuals in our legis- 
lature we trust the right decisions will be 
made.” 


Archipac cites the following reasons 
for creating a PAC and promoting a cul- 
ture of political involvement among AIA 
members: 


* Create a sense of professional responsi- 
bility regarding the political process 


* Focus communication on the 
legislative and regulatory threats to 
architects, the profession, and 
important societal issues 


+ Create a sense of professional responsi- 
bility regarding political contributions 


* Deliver a stronger message through 
more messengers 


by Christopher J. Green, AIA 


So, should architects be politically 
involved? 


Anumber of us at AIA Colorado 
think so. We have been meeting since 
early July to pursue the goal of creating a 
vital and sustaining PAC for Colorado 
Architects, We are exploring a structure, 
developing budgets and materials with 
the intent of having this approved and in 
place soon. 


Design matters. Livable communities 
are important, The manner in which our 
tax dollars are spent for schools, public 
buildings, the landscapes of our cities and 
towns are critical. AIA Colorado archi- 
tects need to stand financially behind 
elected leaders who think, are educated 
and reason — for they are the ones that 
understand that design matters, livable 
communities are Important and that 
architecture is important. And those 
leaders are Important for our future. 


An effective PAC will provide oppor- 
tunities for Colorado architects to bring 
our important issues to the legisiative 
table and be heard. It is time for us to 
support political influence as a standard 
matter of course for our profession. FY 


AIA Colorado gratefully acknowledges 
our 2003 Corporate Sponsors: 


Platinum 


Monroe & Newell Engineers, Inc. 
(10th year in a row!) 


Gold 


PCL Construction Services, Inc. 
Saunders Consiruction, Inc. 


Silver 


Fransen Pittman General Contractors 
Gerald H. Phipps, Inc. 
Herman Miller Workplace Resource 
JVA, Incorporated 
Rocky Mountain Prestress 
S.A. Miro, Inc. 


Bronze 


G.E. Johnson Construction Company 
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AIA Denver 


eare pleased to 
provide you with a 
position paper 
describing the activities and interests of 
the Colorado Community Design 
Network. CCDN is an organization dedi- 
cated to improving the quality of design 
and development in Colorado. If you are 
concerned about growth related issues 
and are not yet a member of CCDN you 
might want to consider membership. 
Organization The Colorado Community 
Design Network (CCDN) isan educationally 
focused nonprofit (501c3) organization. 
CCDN offers information and education 
for improving the quality of design and 
development in the State of Colorado. 
Our programs work in conjunction with 
diverse interests to describe practices, 
critical issues and new opportunities. 
The following is c listing of those who 
serve on the Interim Board of CCDN, until 
the Board is elected: 
Davis Ammons, Planning Commissioner, 
Douglas County 
Arlo D. Braun, AIA - Principal, Arlo Braun 
& Associates, P.C. 
Gene Bressler, ASLA - Professor & Chair 
of the Department of Landscape 
Architecture, University of Colorado at 
Denver 
William S. Bryan - President of Pastorale, 
Land Developer 
William L. Elkier -Design Professional, 
Architect 
Frank Gray - Director of Community 
Planning & Development for the City of 
Lakewood 
Stephanie Harmon - Chief Financial 
Officer for Rocky Mountain Mutual 
Housing Association 
Elizabeth Wright Ingraham, FAIA - 
Principal & Owner of Elizabeth Wright 
Ingraham Architects 
Peter A. Italiano -Director of Community 
Development for Douglas County 
Mike Kephart - President, Kephart 
Architects, Inc. 
Laurence Keith Loftin Ill - Assistant 
Professor of Architecture at University of 
Colorado Denver 
Stephen K. Loos — Principal, Abo 
Copeland Architecture, Inc. 
Jim Mulligan - Principal Fairfield and 
Woods 


CCDN Position Paper 


Gene Myers - Principal, Greentree 
Homes Inc., New Town Builders, & 
Landcraft Communities 

Julie Roberts - Graduate Student 
Landscape Architecture, UCD 

Ken Rudolph - Senior Vice President 
Nolte Beyond Engineering 


Membership 

CCDN Members are interested in design 
quality pertaining to growth and devel- 
opment in Colorado. The group is 
required by its bylaws to retain this 
breadth of interests by appointing a 
board that consists of representatives 
from: the design profession, builders and 
developers, government officials, edu- 
cators, finance and legal professionals, 
and the general public. Ex-officio mem- 
bers include representatives from the 
American Institute of Architects, the 
University of Colorado at Denver, the 
American Planning Association and the 
Colorado Home Builders. 


The Issues 
The Good, the bad, and the ugly of 
Colorado's growth. 

Colorado is experiencing unprece- 
dented population growth and develop- 
ment. Growth has provided economic 
expansion and record low unemploy- 
ment rates. If also has increased traffic, 
and degraded the environment. Growth 
isa major topic in the public square. A cit- 
izen’s initiative reached the general bal- 
lot in the last election and proposed 
severe restrictions on the current devel- 
opment review process. Although the ini- 
tiative failed, it focused public attention 
on growth issues as never before. Our 
governor and legislature made growth a 
high priority on this year’s legislative 
agenda. Despite that, no legislative 
Progress was made in the regular session. 
The governor called the legislature back 
into a special session to continue the 
growth debate. At this time, most 
Observers expect the legislative outcome 
to include urban growth boundaries and 
forced local government cooperation. 
While these measures represent the con- 
sensus of most participants in the debate, 
some fear that growth will simply leap 
urban growth boundaries and result in 
more sprawl and traffic. 


by Steve Loos, AIA 


Controlling quality rather than quantity 
Some enlightened citizens question the 
effectiveness of these proposed growth 
management tools. In the simplest of 
terms, growth is an increase in popula- 
tion. This is not to be confused with the 
effects of growth. Population increase 
consists of more births than deaths and 
in-migration. In order to truly control 
growth, one must control population 
increase. This kind of quantitative growth 
control requires unacceptable and ille- 
gal restrictions on personal freedom. 
Therefore, the solution to growth man- 
agement properly lies more in qualita- 
tively accommodating growth rather 
than in quantitatively controlling it. 
Qualitative accommodation of growth is 
not easily defined, much less measured. 
Local government attempts at taking a 
qualitative approach fail to produce 
quality communities and add unneces- 
sary cost. Obtaining a consensus on 
what “quality development” means and 
inventing strategies to foster it are the 
major obstacles to qualitative growth 
management 


Local vs, regional vs, state control 
Aside from the problems of defining and 
fostering quality development, another 
difficult question arises. Who will do the 
defining and fostering? In Colorado, the 
responsibility for land use decisions is vest- 
ed in municipalities and counties. The 
municipalities are responsible for deci- 
sions within their boundaries and the 
counties are responsible for everywhere 
else. Frequent disagreements have 
arisen between adjacent municipalities 
and the counties. Our legislature is con- 
sidering the adoption of some form of 
forced governmental cooperation. One 
worries that additional layers of regula- 
tions may create more of an impediment 
to quality development than assistance. 
In addition, each development must 
withstand the scrutiny of planning and 
engineering staffs, planning commissions, 
neighborhood groups, city councils and 
county commissions. The process is 
lengthy (frequently two years or more). 
The logical disconnect in local govern- 
ment planning 


(continued on page 19) 
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Marcel Breuer: From Man to Myth 


are are the moments when 

one witnesses the passing of 

aman from the realm of liv- 
ing memory to that of myth. In June of 
2003 | experienced this passing of Marcel 
Breuer. The event was the celebration of 
his 100th Centenary. It was an important 
but ill-publicized event held at St. John’s 
University, in Collegeville, Minnesota, an 
institution passionately safeguarding the 
largest collection of Breuer buildings in 
the world. 


Over the four previous years | had 
been working with care to renovate and 
add on to a Breuer science building on 
this Benedictine campus. My local asso- 
ciate, Lee Tollefson, and | discussed and 
focused on Breuer's upcoming cente- 
nary. By that time we had lived through 
ones celebrated for Gropius, Mies, and Le 
Corbusier. We and many others believed 
that Breuer deserved his due as well. 


In June of 2001 I submitted a formal 
proposal to the University for the Breuer 
centenary. It was accepted and! was 
made an Honorary Member of the 
Breuer Centenary Committee. 


Asthe celebration unfolded a year 
later | was struck by what a remarkable 
moment it was. | believed it was a threshold 
across time, with Breuer the man on one 
side, and Breuer the myth on the other. 


Representing Breuer the man was a 
reunion of his esteemed partners, gath- 
ered together for the first time in 
decades, to tell their tales and marvel at 
both the projects they had worked on 
and at the equipoise of genius and 
humility in the man, Breuer, who had 
revealed them to the world. 


Herb Beckhardt and Hamilton Smith 
both came to the event from Long 
Island. Living close geographically, they 
had not spoken in years. Mario Jossa, 
who until recently had run Breuer’s lega- 
cy studio in Paris, crossed the Atlantic to 
join them. Like Mario, Bob Gatje prac- 
ticed for Breuer remotely, for most of his 
time with him running the Swiss office, 
and joined the three from retirement in 
New York City. 


They recounted amazing, epic tales 
of young men arriving in innocence and 


naiveté at Breuer’s doorstep, to be hired 
and placed to work on some of the most 
exhilarating projects unfolding at the 
time. In hindsight, they were astounded 
by their luck. They considered the Breuer 
projects they worked on to have been 
the greatest achievements of their lives. 


From them, we learned that Breuer 
ran a very private practice. Until his later, 
transition years, he alone maintained 


relationships with his clients. He assigned 
their projects to single individuals in his 
office, who with a few assistants worked 


on them exclusively. Any sharing of 
details or cross-pollinization between 
projects occurred through Breuer alone, 
who migrated from board to board as his 
projects developed from them. 


While this approach empowered 
Breuer to place his creative stamp on 
each project, avoiding dilution or mixing 
of ideas that occur through collabora- 
tion, it laid a weak foundation for the 
transition of the practice to his partners at 
the conclusion of his career and life. For it 
had been a partnership of one, by one, 
working in relative isolation, particularly 
for those who toiled abroad, not working 
together in a group. The private practice 
of Breuer working closely with individuals 
could not survive without him there shut- 
tling back and forth providing the conti- 
nuity needed between them all. 


After Breuer’s death, disagreements 
arose, mainty over who controlled which 
projects and who would control new 


by Gregory M. Friesen, AIA 


ones. The fabric of Breuer’s practice 
unraveled and its individual threads laid 
pointed in different directions- New York, 
Paris, Lausanne. 


The portrayal by these partners of 
Breuer, the man, was singular, emotional, 
vivid, and powerful, and was based on 
the day to day experiences of individuals 
working closely with him, having lived out 
shared lives. The animus of Breuer still res- 
onated through them. It was palpable. 


In contrast to the reality of their 
experience was the portrayal of Breuer 
offered by others at the centenary 


Barry Bergdoll, a professor of art his- 
tory at Columbia University, soun a fan- 
tastic tale of Breuer as some sort of 
Hungarian bumpkin transfixed by a vision 
of America’s savage Eden. The basis of 
his fantasy was a clever assemblage of 
slides from Columbia's art history depart- 
ment, and a story book. The story was 
"Hiawatha", which Bergdoll contended 
was available in Hungarian at the time of 
Breuer’s childhood, drove his desire to 
travel to America, and inspired his trans- 
formation of the idyllic log cabin of the 
American frontier into Breuer’s Modern 
concrete masterpieces. No evidence 
was produced that the book had ever 
lain in the Breuer household or that 
Marcel had ever seen it elsewhere. 
Nevertheless, according to Bergdoll’s 
cultural milieu approach to artistic cre- 
ation, the fact that it simply existed in the 
world at all and in Hungarian at that, 
influenced Breuer immensely. At last, it 
seems, Breuer’s oeuvre was revealed for 
what it was -- Hiawathic. 


Isabelle Hyman, professor of fine arts 
at New York University, and author of a 
comprehensive monograph on Breuer, 
presented a dispassionate exposition of 
Breuer’s work as artifacts seemingly 
springing to life from nothing. With her 
objectively removed comments she riled 
the men who were there, in the room, 
breathing the same air as she breathed, 
and who had shared breaths with Breuer. 
It was galling. The tension erupted with a 
partner yelling out through gritted teeth 


(continued on page 19) 
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Architects as Community Leaders 


ost architects 

consider themselves 

leaders, right? We 
are hired by clients to lead the way in 
developing their vision, and then asked 
to make sure that vision is realized in built 
form. We assemble, and then lead, a 
team of consultants, builders, suppliers, 
regulators, and even financiers, insurers, 
and sometimes litigators to get the job 
done. 


Why isit then, that when asked fo 
lead our communities, we shy away? 
Why do we not aspire to these positions 
of civic leadership as the culmination of 
long and successful professional careers? 
We certainly have the skills to do the job — 
in fact, we can hit the ground running- a 
recent “College of Political Knowledge” 
that | attended as part of a chamber of 
commerce program intended to orient 
aspiring community leaders was a “101” 
of how a town works. Architects, by 
experience, are already intimately famil- 
iar with all aspects of municipal services 
and processes. We are involved with 
planning and zoning on a regular basis in 
pursuit of a building permit, and we 
interact with the myriad public works 
departments during construction. 


In fact, we even have many 
opportunities to hone political skills in the 
relative security of our peers through AIA 
leadership, | found that the AIA offered 
wonderful opportunities to develop 
leadership skills from the time | was a 
student involved in AIAS activities, then 
embarking on a journey through the 
ranks of the AIA starting with the IDP 
program in the 80's, culminating with AIA 
Colorado presidency in 1997. From there 
I had aspired to transition into community 
leadership, and this is where | found a few 
obstacles that may explain our lack of 
exposure. For the sake of this discussion, 
let us assume that our goal is to see archi- 
tects sitting on city council. Let us also 
assume that our candidate is electable: 
has a history of community involvement, 
has name recognition and credibility 
with several groups such as chamber of 
commerce, children’s athletics, clients, 
neighborhood, etc. 


Conflicts of Interest. Lawyers, 
business owners, and college professors, 
whose livelinood is integral to the interests 
of community and who can justify work 
hours spent on community leadership 
seem to dominate city council, whereas 
you do not see many doctors, airline 
pilots, and blue-collar workers whose lives 
and pursuits depend on numerous hours 
focused on their job responsibilities free of 
distractions. 


Demands on Time. There are only so 
many hours in the day—most of which 
are already taken up by our time-inten- 
sive work. Add to that a desire to pursue 
other interests, recreation, and raising 
families leaves little room for a 10 to 20 
hour minimum weekly commitment for 
public service, A candidate must be will- 
ing to give something up for a period of 
many years and have the means to 
afford it. 


Burnout. City bureaucracy moves 
slowly and deals with all things mundane. 
Architects & Planners are interested in 
getting things built expeditiously. Sitting 
through weekly council meetings for 
hours at a time discussing administrative 
problems, sorting through budget prob- 
lems, and the thousands of unglamorous 
problems quickly leads to burnout and 
short tenure for "people like us." 


Those are three of many reasons we 
do not often see architects and planners 
on city council. However, there are 
many of us quietly working in the back- 
ground making our communities better. 
For example, | have found a wonderful 
niche that works for me by serving on 


by Steven Walsh, AIA 


non-profit human services boards and 
committees, and in neighborhood 
activism — both in terms of hands-on 
activities like cleanups, as well as lobby- 
ing judges, council members, and city 
administrators on behalf of our neighbor- 
hood association. 


Yes, it would be a great day for our 
profession to see an architect at every 
level of civic leadership. However, while 
we wait for that day, let us recognize and 
reward ourselves for what we already do 
to make the world a better place. We 
must continue to find ourselves working 
hard for our clients, volunteering for 
something that interests us, and actively 
participating in community life. 


But architects and planners have 
the technical knowledge and the per- 
suasive skills needed to identify problems, 
harness resources, and implement solu- 
tions. We can do this by running for city 
council or the legislature, but we must 
each, at a minimum, do this in our own 
neighborhoods by looking around for 
problems (read: opportunities) and tak- 
ing the leadership to get them solved. 
By embracing the notion of continuous 
improvement, you will find a new outlet 
for your skills that is rewarding, improves 
your communities, and ensures that we 
all retain our relevance as a profession. 


Steven Walsh, AIA was AIA Colorado president 
in 1997. He lives with his wife in Boulder where 
he now practices architecture as a developer 
of seniors housing through his company Ceres 
Interests, lic. 
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ll Of usin the profession of 

architecture have 

heard a version of this 
comment; either directly or indirectly, 
sometime during our careers. We as 
practicing professionals have a responsi- 
bility to the general public and our orga- 
nization to inform potential clients of the 
Value an AIA Architect can bring to a 
project. Once a clear understanding of 
our worth is established, the misinformed 
will more fully appreciate our capabilities: 
as they did centuries ago. 


Architects are educated problem 
solvers with aspirations and abilities to 
think beyond the norm, Our experience 
and efficiency should provide the 
client(s) with the building they desire plus 
asound return on their investment(s) 
after we as Architects explore and 
present various options to the client(s). 
This can be accomplished by designing 
to reduce construction costs, to 
decrease energy consumption by the 
building, and through selection of low 
maintenance materials, while 
simultaneously shortening the 
construction time frame and lowering 
the stress level on the new owner(s). 

A confident Architect can provide this 
professional service while maintaining a 
practical yet innovative attitude with the 
client(s) best interests being paramount; 
especially if this is their first design/con- 
struction experience. 


Educating the layman about what 
an Architect can accomplish should 
include an explanation of the process 
involved to produce a building. 


We Don’t Need No 
Stinking “Arcatech” 


Describing the primary phases of 
Architecture (programming, schematic 
design, design development, construc- 
tion documentation, selection of a con- 
tractor, and finally construction of the 
building) to an individual or individuals will 
enable then to better understand how a 
project evolves from a loose sketch into a 
functional structure. The majority of the 
public; as we all know, are not aware of 
this progression and responsibility 
involved in the creation of a bullding or 
complex of buildings. 


The more a client knows about what 
an Architect can do for them, the 
stronger the relationship between the 
client and Architect. The more 
knowledgeable the client, the greater 
the likelihood of their participation in the 
design and construction process as well 
as the benefits from the collaborative 
effort. 


Fees will undoubtedly enter the 
conversation when discussing the value 
of commissioning an Architect. The 
overall compensation to the Architect 
will depend upon the scope of work, the 
level of quality and detail desired, and 
the current economic conditions of the 
locale. The bottom line; which must be 
conveyed to the client(s), is that the 
Architects’ fee is relatively small in 
comparison to the cost of the entire 
project, however the benefits can be 
enormous. The decision to not 
commission an Architect can result in 
higher construction costs, an extended 
amount of time for construction, more 
expensive building materials, greater 
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energy consumption, and a tremendous 
amount of responsibility and associated 
stress placed upon the owner(s), These 
are all prime reasons why a client cannot 
afford to not hire an Architect! Sharing 
these facts with a prospective client ina 
professional manner could very well be 
the “turning point” in the decision 
making process to employ a licensed 
Architect. 


One final addition on promoting the 
value of hiring an Architect should focus 
on the education, experience, and 
examinations required to become a 
licensed Architect. Stressing that a 
member of the American Institute of 
Architects adheres to the AIA Code of 
Ethics and Professional Conduct and that 
members must fulfill annual continuing 
education requirements to maintain their 
professional status and to stay current in 
the profession should assure clients of our 
dedication to high standards in profes- 
sional practice. 


This is the overall approach | utilize to 
convince clients to commission an AlA 
Architect for their next project. Hopefully 
this Information will enable you to land 
your next project more easily as a result of 
being amember of the American 
Institute of Architects. EA 


ne year ago, the 2002 

National Summit on 

Architectural 
Internship took place at the University of 
Oklahoma, The Summit was organized 
by ArchVoices as a means of ensuring 
continued focus and progress toward 
the goals established by the 1999 
Internship Summit and subsequent 
Collateral Internship Task Force (CITF), 


Today, we are pleased to announce 
the official release of a print publication 
titled Architectural Internship: 
Everybody's Issue, based on the 2002 
Summit. The 40-page publication is as 
much a record as it is a road map for 
what can and should happen between 
now and the 2005 Internship Summit. 
Although ArchVoices is fully committed 
to realizing the next Summit, we are 
equally, if not more, focused on what 
happens in the interim. Among many 
other things, the ArchVoices Essay 
Competition 
http://www.archvoices.org/competi- 
tion, ArchVoices/NAC Internship Career 
Survey, and this new publication demon- 
strate that commitment. 


We believe that anyone who seriously 


cares about the future of this profession 
also has to care about internship. 
Accordingly, anyone who wants to learn 
more about the many Issues associated 
with internship can download the publi- 
cation from our website for free. 


Understanding that many people 
will more seriously engage a tangible 
publication than web-based material, 
we committed to professionally designing 
as well as actually printing the publication, 
despite the significantly increased 
expense. These limited copies will be 
mailed primarily to firm principals, state 
licensing board members, and national 
organization leaders--the people who 
are actually responsible for internship 
and IDP. 


Naiveté comes in many forms. 
Young people often think they know 
everything, when their perspective is 
actually quite limited. But sometimes 
older, more experienced people also 
think they know everything, when their 
perspective is actually quite distant. 
Some of us need to take a step back, 
and some need to take a step forward, 
Like the 2002 Summit itself, this publica- 
tion unites and will hopefully elicit many 


NEW DEADLINES FOR 
THE VIA CELEBRATION OF 
CITIES COMPETITION 


An international ideas competition organized by 
The International Union of Architects (UIA) 


The UIA has announced new deadlines for the Celebration of Cities competition. 
The AIA, therefore, announces a new national timeline, as follows: 


Deadline for Receipt of Registrations at the National AIA Offices: 
November 22, 2003 


Deadline for Receipt of Submissions at the National AIA Offices; January 5, 2004 


Allother details, including regulations and submission guidelines, remain the 
same and can be found at the AIA's website: www.aia.org/celebrationofcities 
www.dia.org/celebrationofcities 


A Celebration of Cities is an international ideas competition created to 
generate a global database of inventive architectural designs to repair and 
heal cities across the world, The American Institute of Architects (AIA), 
along with a range of organizations affiliated with the profession of architecture, 
will sponsor the ideas competition. 


The project criteria calls for small scale, sustainable solutions that are simple, have 
an immediate effect, while remaining economical. All types of housing and 
urban sites are targeted, including large housing complexes, shanty towns, his- 
toric cities, and modern suburbs. The competition is divided into two categories, 
one for architects and one for students of architecture. 


The AIA will convene a national jury to select up to five professional and five stu- 

dent projects that will be forwarded to the UIA for the international competition. 

Architects and architecture students whose projects have been selected in the 

international competition will receive special recognition from UIA. Their projects 
will be presented at the UIA World Congress in Istanbul, Turkey, in 2005, 


AIA Point of Contact: 
Ellen M. Delage, Assoc. AIA 
Director, Intemational Relations 
Email: celebrationofcities@aia.org 


different perspectives. See for yourself. 


Content 

The publication is structured around 
the eight sessions of the Summit, ranging 
from "Context" or background to 
"Frameworks" and "Benchmarks." The lat- 
ter two specifically relate to implement- 
ing the nine CITF recommendations 


<http://www.internshipsummit.org/citf> . 


Additionally, a multitude of detailed rec- 
ommendations and lingering questions 
formulated during the Summit are pre- 
sented throughout the publication. 


Other special features include par- 
ticipant quotes from various points 
throughout the process and actual 
event; one of the submissions to our 
ArchVoices Essay Competition, which 
provides constructive criticism of 
NCARB's IDP; yet-unpublished data from 
the Internship Career Survey; and much 
more. Links to additional web-based 
material are included at the close of 
each major section. 


For more information on the 
contents as well as a selection of 
downloadable PDF files, click here 
http://www. internshipsummit.org/index. 
cfm?pg=travel. 


Expert engineering. 
Exceptional answers. 


400 Third Residences — Denver, CO 


Pella’s Commercial Division is dedicated to providing product and design 
solutions that meet the diverse challenges of commercial architects and 


contractors. 


In fact, Pella was the only window company cited in Architectural Record 
magazine's Readers’ Choice Awards as “the manufacturer most helpful in 
solving site-specific, design or technical problems.” 


Fa}conmencias 
BYES tO N 


Pellas Commercial Division delivers. 


Broadmoor Hote! — Colorado Springs, CO 


From initial design consultation and site analysis to custom product design 
and on-site installation, count on the Pella Commercial Division. 


PELLA® WINDOWS & DOORS, INC. 


14175 East 42nd Avenue, Suite 1 * Denver, CO * 303-371-3750 


Internship 


by Christopher J. Green, AIA 


Distribution 

Copies of the publication will be sent to 
approximately 5,000 key leaders in the 
profession--young and old. Additionally, 
PDF files of the entire publication and 
smaller sections can be downloaded 
and printed, To do so, click here 
http://www. internshipsummit.org/index. 
cfm?pg=travel 


We are especially grateful to the 
Design Futures Council http://www.di.net 
for distributing the publication with its 
October issue of Designintelligence. 
Many other groups are assisting with the 
distribution on a smaller scale, including 
the American Institute of Architecture 
Students (AIAS) http://www.aias.org, 
which will make the publication available 
at its annual conference, Forum 
http;//www.aiasnatl.org/forum/index.html 


To request a print copy, simply 
send your mailing address to 
editors@archvoices.org. 
(Availability is limited.) 
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The AIA Colorado/Western Mountain Region 
2003 Communications Symposium 


Park Hyatt Beaver Creek Resort 
and Spa 


stablished in 1892, the 
Colorado component of The 
American Institute of 


Architects (AlA/C) is the voice of the 
architecture profession, Through a culture 
of Innovation, AIA/C is dedicated to its 
1750-plus members to advance the value 
and improving the quality of the built 
environment. AIA/C presents numerous 
continuing education programs for the 
profession of architecture, supports all 
marketing and strategic communication 
initiatives including the compilation of a 
quarterly newsletter and annual mem- 
bership directory; lobbying to the state 
legislature; offer architectural employ- 
ment information, and are a fullservice 
AIA Contract and Documents Distributor. 


This year, as a pre-conference 
program to the AIA Colorade/Westem 
Mountain Region (WMR) 2003 Design 
Conference and Awards Gala, which 
begins November 13, 2003, the 2003 AIA 
Communications Symposium is an ideal 
targeted marketing venue to present your 
organization's services to 
architecture/design firms and marketing 
professionals within the a/e/c industry. 
AIA-member firms from Colorado, Utah, 
Nevada, New Mexico, Wyoming and 
Arizona will come together at the Park 
Hyatt Beaver Creek Resort and Spa in 
Beaver Creek, Colorado for a weekend of 
educational workshops, innovative break- 
out sessions and networking. 


We design with your e 


November 13-15, 2003 


November 13, 2003 - Thursday 
PRE-CONFERENCE WORKSHOPS 
8:00 am -11:00am 

JUMPSTART YOUR DRAWINGS! 

Hand Drawing Using Today's Techology 
(3.0 LUs/CEUs) 


Jim Leggitt, AIA 
RNL Design Denver, CO 
As a result of overexposure to com- 

puter and digital technology, many 
experienced architects have lost - and 
young architects have barely developed 
- the ability to sketch and communicate 
design with quickly generated hand 
drawings. Revive your basic visualization 
Skills and learn about ingeniously simple 
and timesaving drawing techniques that 
enable you to create effective hand 
drawings with the aid of modern technol- 
ogy. In this highly interactive “hands-on” 
drawing program, you'll: 
* Lear to communicate design through 

quickly generated hand drawings that 

incorporate new advancesin technology. 


* Learn the step-by-step approach using 
cameras, copiers and computers as tools 
to assist in the hand drawing process. 


* Learn effective linework techniques, 
coloring options and how to scan and 
reproduce your drawings. 


* Learn the effective drawing formats, 
sizes and materials that save you time 
and money. 


This workshop was ranked #1 by 


attendees two years in a row at the 
AIA National Convention! 


he ae 4 
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9:00 am - 11:00. am Winning the 
Competitive RFP Process (2.0 LUs/CEUs) 
Isabelle Matteson, PA 
Isabelle & Consultants Marketing Design 
Denver, CO 

Do you wonder why your competitor 
won, when your firm is clearly stronger? 
Do you wonder if perhaps you never 
should have spent the time and energy 
to respond to the client's RFP? Isabelle will 
help design firms focus on writing winning 
proposals, She will provide a systematic 
approach geared to help you meet your 
client's specific needs of the proposal 
writing process, crucial to winning the job. 


AIA Communications Symposium 
Theme: Antinomies in Marketing... 
Contradictions in Businesss 

As the architecture and design pro- 
fession continue to struggle to remain on 
the course of a successful business plan, 
the fluctuating economy has made it 
challenging to invest in marketing, retain 
existing clients, and grow a foundation for 
the future. Principals and marketers within 
the profession are once again faced with 
the dilemma of mapping out and 
fielding the ideal direction for their firms to 
successfully thrive in unpredictable times. 


By examining this year’s AIA 
Colorado/Western Mountain Region 
Design Conference theme, Antinomy, 
the 2003 AIA Communications 
Symposium will define the survival tools 
required in the conflict, contradiction 
and convergence of marketing and 
business development issues affecting 
architectural practice today. 
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303 734 1777 
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9:30 am -12:00 pm 
Marketing Services Exhibits Open 
12:00 p - 1:05 p - General Session 
Opening Keynote: The Antinomies of 
Marketing (1.0 LU/CEU) 

Charie Silver, Vice President 

Silver & Co., Raleigh, NC 

1:15 pm - 2:30 pm Breakout Sessions 
(1.25 LUs/CEUs) 


The Human Connection: 
Bring Your Presentations to Life! 


Carol Doscher, President 
Charles Murray, Trainer and Coach 


Do you want your presentations to 
stand out in the crowd? Then bring them 
to life! If you want freedom to be yourself 
and communicate your message with 
vitality and self confidence, this fun, 
hands-on workshop is for you, Through 
teaching, discussion, participation in the- 
ater exercises and individual coaching 
opportunities, you will learn to: 

* Connect with your audience 

+ Identify and drop nervous habits 

« Prepare and practice your material 
+ Make technical material come to life 
* Use graphics and props wisely 


Architects as Entrepreneurs: 

Freedom Fighters in a Shakeout Economy 
David Neenan, Chairman/CEO 

The Neenan Company, Fort Collins, CO 


During challenging times, as mar- 
keters and principals, It is impossible not 
to have to deal with difficulties. Making 


(continued on next page) 


PRODUCERS’ COUNCIL 
Let Our Experts Assist You 
on Your Next Project 


‘STICK’ 
Continuing Education Lunches 
Scholarships Available for 
Advanced Education 


Proud Sponsors of: 
American Institute of Architects 
Young Architects Scholarship 
Colorado Springs Scholarship 
Wyoming Scholarship 


Kelli Davis 303.773.9054 
Ed Nagel 303.825.2211 
Charlie Davis 303.733.2476 


PRODUCERS’ COUNCIL 
See one 


d 


EDUCATING DESIGN 
PROFESSIONALS SINCE 1935 
www.producerscouncil.org 
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decisions solely on the present may sacri- 
fice the future along with today’s action 
moving toward a vision for tomorrow. 
David will discuss how the importance of 
being “crystal clear” about a firm’s vision 
for the future; who you are now, who you 
want to be, and what we need to do to 
get there, “It is not just the mechanics of 
navigating a storm; it is knowledge of the 
destination.” 


2:30 pm - 2:45 pm Break 
Marketing Services Exhibits Open 
2:45 p - 4:00 p Breakout Sessions 
(1.25 LUs/CEUs) 

Reducing Risks-Market Research 


Sandy Blaha, PA 
Blaha Associates, Denver, CO 


Learn how the information gathered 
through market research can guide your 
firm with its plans for the future, Sandy will 
address how market research can 
reduce the tisk in decision making, 
examine the different methods of 
research and how to apply them to your 
information needs, including market 
intelligence for new markets or services, 
prospective clients, or client satisfaction. 


Surviving in a Changing Marketplace 
Kay Godwin, President 
Marketing Avenues, Oakland, CA 


The economy is unsuitable and the future 
is uncertain, How do firms stay afloat in 
turbulent times? You can make success 
your reality,..— refocusing and landing 
new clients can lead your firm down the 
tight path, Join Kay in this candid discus- 
sion of new business techniques. She will 
discuss the importance of re-evaluating 
your current client list, determining which 
clients to retain and how branching out 
to new areas of specialty will result in a 
successful business strategy. Please note 
that there are rules as you embark upon 
this session: 

Be candid and you'll take away more 
than you came in with. 


4:00 pm - 4:15 pm Break 

Marketing Services Exhibits Open 

4:15 pm - 5:25 pm Breakout Sessions 
(1.25 LUs/CEUs) 

Value Building Relationships 


Christopher Boyer 
The Guerilla Group, Boulder, CO 


Achieving a high rate of customer 
loyalty goes beyond repeat business and 
simply “satisfied” clients, In the professional 
services arena, clients respond to 
relationships that offer them real value, 
knowledge, and honesty. In this session, 
principals, and marketing directors will 
examine the crucial role that carefully 
built and client relations is in demand 
more than ever by today’s AEC firms. The 
models for providing this leadership vary, and 
noonesize fits all! Join this lively discussion. on 
how marketing professionals can 
1) sustain the health of the firm enterprise, 
and 2) build a rewarding career based 


FALL 2003 


on accomplishment. 


Quantifying Your Capabilities 


Eric Mott, Principal 


Mott Associates, Inc. Denver, CO IA Colorado is pleased 


Colorado Staff Update 
to welcome Melanie 


by AIA Colorado Staff 
L N Sala, the new Programs 


March of Dimes Walk for employees. 
Coordinator to the organization. 


Melanie will supporting Sonia 
Riggs, Programs and Finance Director, 
on all state and local program/event 
planning. 


Marketing people spend too much 
time and effort trying to please everyone 
in their firms — but too often end up 
making no one happy. Eric will show how 
marketers can get out in front in their firms 
and lead by example. Don’t leave this 
Symposium emptyhanded. Go back 
with a plan and get fired up to make it 
happen. The factions in your firm will get 


Melanie replaces Loni Bernhard, 
who moved to Boston in early August. 


“Forme, thisis like my dream job, if 
thatis not a chiche. | wanted to get 
away from the marketing aspect and 
work more on event planning. | have 
thus far enjoyed working with staff -I love 
the excitement of event planning for AIA 
Colorado. |am also quite excited about 
being back In Colorado, my roots.” 


With a Communications degree 
anda minorin Marketing from the 
University of Colorado, Melanie comes 
to AIA/C from Rhode Island where she 
was Marketing Coordinator for a finan- 
cial/investment services institution. 
There, her primary responsibilities 
included promoting and marketing the 
investment services to employees, new 
clients and current members, One 
major function she was responsible for 
was the organization of a successful 


behind you when you show results. Eric 
will also leave you with action items mar- 
keters and principals alike must do today 
to ensure their own viability and the 
future of their firms. 

5:30 pm - 6:00 pm 

General Session Closing Keynote: 
Clients for Life (.5 LU/CEU) 


Zane DeHerrera, Vice President, Marketing 
MGA Communications Denver, CO 


Recently married to a Marine-officer- 
in-training, Melanie enjoys the athleticism 
of ballet and hip-hop, She also enjoys 
hiking and skiing. 

Welcome, Melanie! 


In this breakout session, principals 
and marketing directors will examine the 
crucial role that carefully built and consis- 
tently maintained relationships have on 
the bottom line. Zane will share proven 
strategies to strengthen client relations. 
From investing in the right clients to grow 
relationships with to extending your focus 
beyond traditional client “maintenance” 
activity this session will recharge your pro- 
gram and tap the relationship potential 
idling right now on your firm's client list. 


6:00 pm - 8:00 pm AIA Colorado/WMR 


Subscribe Today! 


The Colorado Architect 


Get your news 
from the industry’s leading resource. 


CALL TODAY! 303.446.2266 


www.aiacolorado.org 


* WE BIKE MORE — LESS POLLUTION & TRAFFIC 


Design Conference Opening * LOCALLY OWNED AND OPERATED 
Reception Marketing Services * MEMBERS/ FRIENDS OF: 
Exhibits Open until 8:00 pm Society of Design Administrators 


Denver Foundation for Architecture 

Golden Triangle Neighborhood Association 
AIA Colorado - Friends of Architecture 
Historic Denver 


4:00 pm - 5:00 pm Western Mountain 
Region Executive Committee Meeting 
7:00 pm - 8:00 p mAssociates’ Happy 
Hour Mountain Outing 


WWwW.DBCOURIERS.COM 303.571.5719 


It’s 40th Year Serving the Metro Denver Architectural Community 
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2003 AIA Colorado/Western Mountain 
Region (WMR) Design Conference Schedule 
November 13-15, 2003 


Friday, November 14, 2003 
8:00 am - 5:00 pm 

AIA Colorado/WMR Conference 
Registration 

8:30am 

Welcome/Opening Remarks 


8:45 am - 9:45am 
Residences & Museums: Process 
1.0 LU (HSW) 

Charles Gwathmey, FAIA, Gwathmey, 
Siege! & Associates Architects 


Mr. Gwathmey will discuss his passion 
for design, which he and his Partner, 
Robert Siegel, refer to as “a method and 
asensibility that guide the quest for ideas 
and answers.” His discussion will feature a 
few of his firm's recent design efforts 
including the World Trade Center 
Competition. Recognized for his forty 
year career in design excellence, Mr. 
Gwathmey has received the AIA New 
York Medal of Honor, the AIA New York 
Firm Gold Medal and was the first 
recipient of the Yale Alumni Award from 
the School of Architecture 


9:45 am - 10:00 am Break 


10:00 a - 11:00 a - The Art of 
“Management by Design”-1.0 LU 


Arthur Gensler, FAIA, Gensler 


A graduate of Cornell University, Mr. 
Gensler, is the Founder and Chairman of 
the Board of one of the most progressive 
and innovative design firms in the worid. 
The firm has been recognized as “most 
respected” and “best managed” by the 
design profession and was named “AIA 
National Firm of the Year” in 2000. He will 
address the challenges of practice from 


client relationships to managing technol- 


ogy. “Even with more technology and 
the ability to communicate over great 
distances,” he says, “we're finding that 
with the speed of projects, which is 
incredible, it is critical that we get closer 
to our Customers.” 


11:00. am - 11:30am 

Roundtable Discussion with Charles 
Gwathmey, FAIA, and Arthur Gensler, 
FAIA -.5 LU 


11:45am - 1:00 pm 

Conference Luncheon and Program: 
McGraw Hill 2004 Construction Industry 
Economic Forecast -.75 LU 

Cliff Brewis, McGraw Hill Construction 


Join Cliff Brewis of McGraw Hill 
Construction as he presents the 2004 


R tng its Heritage 


Salad 


BROADMOOR LAKESIDE 


Modern Precast Concrete Inside - 
Same Classic Style Outside 


RCHIT 
Hast 


ARCHITECTURAL AND STRUCTURAL PRECAST CONCRETE 
3210 Astrozon Boulevard PO Box 15129 Colorado Springs, Colorado 80935 


Tel: 719/390-5041 


Denver Line: 303/623-1323 Fax:719/390-5564 


email: sales@stresscon.com Web site: www.stresscon.com 


PAGE 16] 


economic outlook of the construction 
industry, including focus on projected 
industry activity in Colorado and the 
western states 


1:00 pm - 2:00 pm 

Whose Water Is It Anyway? 
1.0LU 

State of Colorado Representative 
Diane Hoppe 

2:00 pm - 2:15pm 

Refreshment Break 


Take a few minutes from the day's 
sessions to relax and unwind. Discuss 
insights with your colleagues. 
Refreshments will be served. 


2:15pm - 3:15pm 
Breakout Sessions (Choose One) 
1.0LU 


Virtual Architecture 
Rand Miller, Cyan Worlds, inc. 


What if, instead of designing a new 
structure, you had to design an entire city 
- taking into account, unique technology, 
culture, and history over the course of ten 
thousand years? What if architecture 
could be considered without regard to 
physical limitations? Rand Miller's 
company, Cyan Worlds, is involved in 
building places that have exquisite past 
and presents, but only in virtual space. 
The lengths they go to may surprise and 
inspire you. 

Historic Preservation (HSW) 
Paul Cloyd, National Park Service; 
James Stratis, Colorado State Historical Society 


Paul Cloyd of the National Park 
Service and James Stratis of the Colorado 
State Historical Society will present and 
discuss success stories and demonstration 
case studies geographically ranging from 
the Skagway, Alaska to Cape Hatteras, 
North Carolina. This session promises to 
inform architects of precedential oppor- 
tunities and strategies for successful inte- 
gration of historic preservation with suc- 
cessful economic modeling 


3:15pm - 3:30pm 
Break 


3:30 pm - 4:30 pm 

Stayin’ Alive: Redefining the Architect's 
Role - 1.0LU 

Curt Fentress, FAIA, Mark Queripel, AIA, 
Brad Buchanan, AIA 
Moderated by Cheri Gerou, AIA 


What is the architect's role on the 
design-build team? Why would you do 
design-build? Is design build for everyone - 
or for every project? Does the architect 
sacrifice design control and creativity? 
How do you decide if design-buildis right 
for you? Prominent architects will discuss 
their experiences and diversity between 


by AIA Colorado Staff 


their practices and their approaches to the 
design-build process. Come see specific 
examples of what works and what doesn't! 
4:30pm 
AIA Western Mountain Region (WMR) 
Business Meeting 

All are invited to attend. This group 
provides our region's representation to AIA 
National. Discussed will be the current 
financial report, the director's report on AIA 
National activities, and reports from each 
of the six western mountain state region 
components. Elections for Director and 
Secretary willbe conducted. This meeting 
is a great way to get involved and learn 
about whatis going on in the region. 


6:00 pm - 7:30pm 
President's Reception with Exhibitors 


Open to all registered attendees. Join 
2003 AIA Colorado president Wiliam Tracy, 
AIA, the AIA Colorado Board of Directors 
and staff as they kick-off this annual 
Conference. The Reception will be 
located on the Exhibit Floor for those of you 
wishing to spend some time viewing the 
product, service and technology exhibits. 


7:30 pm - 10:00 pm 
Host Chapter Soirée 
(separate registration required) 


The Beaver Creek Tavern, located at 
the base of the Centennial ski run in 
Beaver Creek is the site of this year’s Host 
Chapter Soirée (evening party). This is the 
opportunity to get re-acquainted with 
friends and colleagues in the casual 
fresh-air of the Rocky Mountains. Unwind 
after your first day at the conference and 
enjoy cool jazz, unique food and quality 
libations both indoors and out on the 
heated deck this November eve. Sign up 
early! Space is limited. 


Saturday, November 15, 2003 
7:00 am - 5:00 pm 
AIA Colorado/WMR Conference 


Registration 
8:30 am - 9:45am 


Keynote Session: Strangely Familiar 
1.25 LUs (HSW) 
Robert Ivy, FAIA 


On the trail of the sources of con- 
temporary design, Mr. Ivy will examine 
the influences in contemporary design, 
including the iconic cultural and social 
forces that recall what has gone before. 
He is Editor in Chief of Architectural 
Record, one of the most widely read 
Architectural Journal's worldwide. 
Previously, Mr. Ivy has pursued careers as 
an architect with an active practice and 
as a critic for national publications. 
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Antinomy* 


thursda 

Ynovember 13, morning pre-contqérkshops 
JUMPSTART YOUR DRAWINGS!: Hand Drawing Using Today's Technology 
Jim Leggitt, AIA, RNL Design 


Winning the Competitive RFP Process 
Isabelle Matteson, PA, Isabelle & Consultants, Marketing Design 


afternoon é$mmunications symposium 
SPEAKERS: 


The Guerrilla Group Boulder, CO Eric Mott, Mott andAssociates Denver, CO 

M. Silver and Company, Inc. Raleigh, NC Sandy Blaha, Blaha Associates Denver, CO 

Carol Doscher, Graceworks Inc. New York Zane Deherrera, MGA Communications Denver, CO 
Kay Godwin, Marketing Avenues, Oakland 


friday 


ovember 14, 200 à 
desigghference host chapter soiree 


saturday vember 15, 2003 
design conference? and aia/c awards gala 


CONFERENCE KEYNOTE SPEAKERS: 
Charles Gwanthmey, FAIA 


Art Gensler, FAIA 
Robert Ivy, FAIA 


Registration, Sponsorship, Advertising or Exhibiting Questions? Call AIA Colorado at 303.446.2266 or go to www.aiacolorado.org. 
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Government Affairs Update 


he Colorado Legislature 

passed House Bill 03-1161, 

Limitations of Construction 
Defects Liability, last session. The bill 
was signed by Governor Owens and 
became Law. Your participation by 
contacting your legislators was 
instrumental in the passage of this 
bill! Immediately following the sign- 
ing of the Act into Law, however, 
there was a groundswell of opposi- 
tion, primarily from trial attorneys 
who specialize in construction 
defects claims 


The new law will face a ballot ini- 
tiative in November 2004 to overturn 
the law, and prevent any state law 
from limiting damages in construc- 
tion defect claims. The opponents 
of the law have already filed the 
necessary papers with the Secretary 
of State, and will begin collecting 
the necessary signatures soon, 
under the title of Ballot Initiative #65, 
Protection of Property Owners Rights 
to Workmanlike Construction. If 
passed, this Initiative will become a 
Constitutional Amendment and can 
only be modified through another 
Ballot Initiative. 


The law, as it stands today, does 
not limit the rights of the property 
owner for remedy in construction 
defect claims. It allows the property 
owner to itemize the defects and 
allows the property owner the 
opportunity to receive a fair settle 
offer from the construction profes- 
sional prior to engaging in a lawsuit 
If the construction professional set- 
tlement offer is unfair, then the prop- 
erty owner has the right to file suit 
and collect damages. Additionally, 
the law does not eliminate the provi- 
sions of the Colorado Consumer 
Protection Act that offers up to tre 
ble damage awards in the case of 
fraud 


For the construction profession- 
al, it allows for remedy of construc 
tion defects, the opportunity to set- 
tle prior to defending a lawsuit or fil- 
ing an insurance claim, and protec- 
tion from treble damages under the 
Colorado Consumer Protection Act, 
unless fraud is involved. Not with- 
standing any other provisions of the 
Law, the aggregate amount of tre 
ble damages awarded in an action 
and attorneys’ fees shall not exceed 


two hundred fifty thousand dollars 


against a construction professional. 
This is the maximum amount to be 
awarded in addition to the actual 
damages Incurred by the construc- 
tion defect. Primarily, the Law will 
minimize the number of frivolous 
lawsuits and claims made against 
construction professionals for con- 
struction defects. 


Your Government Affairs 
Committee and AIA/C Board have 
structuring strategic relationships to 
oppose any ballot initiative that 
would overturn the Limitations of 
Construction Defects Law. At the 
September GAC meeting, it was 
moved and approved that the 
Government Affairs Committee rec 
ommend that AIA/C actively 
oppose Ballot Initiative #65, 
Protection of Property Owners Rights 
to Workmanlike Construction, which 
revises substantial portions of 
Colorado HB03-1161 addressing 
Construction Defects Liability 
Limitation, or any other similar ballot 
initiative 


We believe that the Law is writ 


by Michael Wisneski, AIA 


ten fairly to both property owners 
and construction professionals and it 
is important for the law to be tested 
in a court of law prior to any modifi- 
cations. We believe that the law will 
encourage insurance companies to 
return to the multiple family housing 
market in Colorado, and the risk of 
frivolous claims in Colorado will 
decrease substantially under the 
current law. This combination will 
benefit all trades in the construction 
industry, while maintaining the value 
of the built environment to the prop 
erty owners 


We can expect a vicious and 
expensive battle in the next year 
with trial attorneys and individuals 
who want to take advantage of the 
construction industry by making friv- 
olous claims. In the meantime, dis- 
cuss this very important issue at your 
office meetings. If you would like 
more information or assistance, con- 
tact your AIA/C Government Affairs 
Committee at govaffairs@aiacol- 
orado.org or call Mike Wisneski, AIA, 
GAC Chair, at 303-249-3949 


Who’s watching your back-end? 


This is the question Meyer Direct, 
Denver's leading direct response marketing firm 
wants to ask you about your business. 


Hold Meyer Direct accountable for 
all your marketing needs! 


Check us out at www.meyerdirect.com 


Meyer Inc. 


MARKETING + ADVERTISING + PUBLIC RELATIONS + MARKETING 


1701 WYNKOOP STREET, SUITE 299 + UNION STATION # DENVER, COLORADO 90202 
301,620,957 


fox 303.620.9764 © www.meyerdirect.com 


Creating Customers for Life 


It all starts with a good foundation. 


ARRA 


READY-MIX CONCRETE • SAND & GRAVEL 


303.666.6657 


Black and white 
just can't 
do these justice. 


No matter what your design 
reason, be it for privacy, light and 
heat control, or simply as a 
beautiful design statement for your 
client's homes, stained and leaded 
glass applications offer an elegant 


way to meet your client's needs. 


For examples in color, 
call Martin Faith at 


303.766.3811 
sa SCOTTISH STAINED GLASS == 
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Uncharted 
Territory 


Darrell Eastwood, current President 
of AGC Coloradois currently spearheading 
anew effort to unify the many associations 
in the design and construction industry. 
Initial priorities include coordination of 
legislative agendas, sharing of educational 
resources, and amore consistent and 
effective public relations program, This 
unification effort started this past July and 
includes more than a dozen existing 
trade organizations, including ABC, 
AWCC, ACEC, AGC, ASA, AWCC, CCA, 
DBIA, IEC, MCA, NECA, SMACNA and, of 
course AIA Colorado and AIA Denver. A 
proposed umbrella organization to 
achieve the coordination and consoli- 
dation goals of these associations hasn't 
been named at the time of this writing, 
but you will be hearing more about it in 
the future. 


One issue that architects and 
builders share is building codes, The 
International Building Codes (IBC) are the 
result of a multi-year effort, supported by 
the AIA, to eliminate the former patch- 
work of UBC/BOCA/SBC codes with a sin- 
gle, coordinated set of building codes 
that are performance oriented, Why per- 
formance oriented? It’s because they 


give the designer more leeway for cre- 
ativity and adoption of new methods 
and technologies. A major criticism of 
the building industry is that it has been 
slow to change and adopt new tech- 
nologies. The International Building 
Codes try to avoid prescriptive require- 
ments that constrain creativity, 
Unfortunately, code enforcement offi- 
cials like prescriptive codes because it 
makes their jobs easier. They are pressu: 
ing municipalities to not adopt the 
International Codes. The AIA and a very 
long list of associations representing 
developers, designers, engineers and 
contractors is supporting the 
International Codes and needs your sup- 
port in key areas like Denver. Make your 
support of the IBC known to your local 
building officials, representatives, coun- 
cilpersons, mayors, city managers and 
the like. Contact the AIA Colorado 
Office for materials and talking points 
that support adoption of the IBC. 


Finally, another battle is being 
waged by AIA Colorado that is uniting 
our interests with those of the Colorado 
Home Builders Association, Last spring, 
the Colorado Legisiature passed, and 
the Governor signed, a bill, #03-1161 
addressing Construction Defects Liability 
Limitation, that limits the outrageous 
damages awarded under Colorado's 
Consumer Protection Act for construc- 


tion defects in housing. These damages 
had the effect of increasing insurance 
premiums and even making insurance 
unavailable to many small home 
builders. Both of these effects put 
upward pressure on cost of affordable 
housing in Colorado, making our com- 
munities less livable. A few members of 
the Colorado Trial Lawyers Association 
that are not happy with this new law are 
funding a drive to put a constitutional 
amendment on the ballot in 2005 that will 
negate the intended benefits of bill 1161. 
AIA Colorado is opposing this amend- 
ment in the interest of providing afford- 
able housing for Colorado citizens. Read 
more on this issue further on in this 
newsletter. 


At the 2003 Legislative Day at the 
Capitol, Senator Jordan Pearlmutter told 
attendees that it’s coalitions that make 
the world go around in Colorado, We 
may be heading into new and unchart- 
ed territory, but at least we will not be 
going there alone. FEN 
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CCDN 
Position Paper 


Advocates of revamping our 


development review laws are placing 
the blame for bad growth on developers 
and the local governments that are 


= The Aurora Justice Center, 
completed in 1988, is now 


of up to 55 pieces per day. 


= Value Engineering by the team 
allowed the City to add 
architectural enbancements 
beyond their expectations. 


RORA PICKS TOTAL PREC AGAIN 


Aurora Municipal Center 


Owner: City of Aurora, Colorado 
General Contractor: The Weitz Company 
Architect; Barber Architecture 

Engineer: S.A, Miro Inc 


complemented by the 272,000 SF 
Municipal Center and 764 car parking deck 


= Budget and schedule were key factors in the design team 
selection of Rocky Mountain Prestress’ approach to Total 
Precast as the solution of choice. 


= Three cranes accelerated the schedule, allowing erection 


Rocky Mountain Prestress 
PCI Certified 

5801 Pecos Denver, Colorado 80221 
303/480-1111 FAX 303/433-0451 
www.mpprestress.com 


Cari 
Parking WValker 


Planning Engineering Restoration 
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supposed to be regulating them. It is 
incorrect to assume that somehow 
developments are slipping through the 
development review process without 
complying with governmental require- 
ments and avoiding the approval of 
local agencies. Does this mean that local 
officials are corrupt and uncaring when 
development approvals are granted as 
some suspect? Local government offi- 
cials are typically intelligent and well- 
meaning Individuals. They are vested in 
their communities and are committed to 
serving them. However, they find them- 
selves bombarded with criticism from 


(continued on page 20) 
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CCDN 
Position Paper 


proponents of developments, NIMBYS 
(Not In My Back Yards critics of growth), 
and their own planning and engineering 
staffs. The result is often a product of 
compromise and accommodation that 
no one likes, 


Back to quality 

How can local leadership reach a 
consensus on what “quality develop- 
ment” means and how can it invent 
strategies to foster it? CCDN was formed 
to address this question and, in response, 
puts forth the following INITIATIVES: 


* True growth control must control popu- 
lation growth, Since there is no political 
will to control population, growth must 
be accommodated. 


* Growth can best be accommodated 
through the construction of quality 
neighborhoods that will stand the test 
of time. 


* Regardless of the regulatory form of 
development review, the decision 
makers performing that review should 
be educated and empowered so that 
informed decisions are made. Only 
through enlightened leadership can a 


consensus on the local definition of 
“quality development” be reached. 
Smart growth is informed growth. 


* The invention of strategies to foster qual- 
ity development must begin with the 
removal of the barriers that prevent it 


Educate rather than advocate 

CCDN seeks to educate stakehold- 
ers in growth issues rather than to advo- 
cate specific views. Through a unique 
alliance with the University of Colorado 
at Denver, the CCDN and UCD are 
cooperating in the development of the 
following programs: 


. Lectures, panels, open forums, and 
conferences featuring leaders in com- 
munity design fields. 


* Applied Research and outreach pro- 
jects undertaken by CCDN members 
and university graduate students, These 
will include a community design field 
service, case studies, a web page and 
aresource center. 


* CCDN seeks to assist local govern- 
ments through its Citizen's Academy 
workshops dedicated to quality design 
issues geared to local communities, 


CCDN’s call to involvement 
CCDN believes that the education 
of decision-makers and the public at 


large is the key to developing responsible 
growth policy. Rules and regulations are 
not the best way to address complex 
issues. There is no “one size fits all” solution. 
Smart growth is informed growth. At the 
heart of this policy is the fostering of quali- 
ty development that stands the test of 
time 


Your involvement with CCDN can 
help by spreading this agenda, partici- 
pating in quality design and develop- 
ment programs and financially support- 
ing CCDN’s efforts through your mem- 
bership and/or sponsorship. 


(continued from page 10) 


Marcel Breuer: 
From Man to Myth 


and with fists clenched that with a few 
turns of phrase she was destroying an 
entire career, Unmoved, Hyman stoically 
replied something to the effect that one 
must call things the way one sees them 


Conveniently, Bergdoll’s tale of 
Breuer’s Hiawathic journey through 
America’s Edenic and log-strewn frontier 
stopped a year before Breuer hired his 
first employee, and so cannot be con- 
tested by anyone with living memory of 


the man and his motivations. Hyman’s 
tale fell into the Hegelian tradition of 
forms begetting forms, marching ever 
forward to higher plains of enlightenment 
and perfection, independent from the 
human lives and emotion that actually 
shaped them 


It wasa remarkable few days, 
poised there, across that threshold. Iam 
reluctant to step across, 


Upon reflection, the tales that 
Bergdoll and Hyman told now become 
bona fide sources in the history-making 
machine, to be quoted, re-quoted, elab- 
orated and transformed. For these two, 
and others who never knew him at all, 
Breuer is now an object for study, an 
abstraction, an opportunity for the cre- 
ation of myth. 


The tales that Beckhardt, Smith, 
Jossa and Gatje told, in the same locus of 
space and time, now pass into oral tradi- 
tion, undocumented, as memory, dismis- 
sible by historians as hearsay. For these 
men who did not know him at first, then 
worked for him, feared him, admired him, 
loved him, and now miss him, Breuer may 
indeed be memory, but memory of a 
realman. 


|, for one, now join them, and prefer 
the man. 


Perfection is achieved when you can't 
leave anything else out. 


KITCHEN 
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CW/MR) Design 
Conference 
Schedule 


8:30 am - 9:30am 

For Exhibitors and CES Providers only — 
AIA/CES Registered Provider Overview - 
Part! 


Beverly Holton, The American Institute of 
Architects - National Office, 
David deBear, CTC, CSI 


This session is directed primarily 
toward the product/service sector, but 
all Providers and Exhibitors are sure to 
walk away with valuable tools and infor- 
mation to improve their AIA/CES 
Registered Provider programs! The AIA 
National staff will cover the basics of CES 
and state mandatory continuing educa- 
tion (MCE) requirements, what providers 
can do and the nonnegotiables! Industry 
professionals will share their best prac- 
tices, giving you the information you 
need to improve your design, develop- 
ment, marketing, and delivery methods. 


9:45 am - 10:00am 
Refreshment Break with Exhibitors 


Take a few minutes to stretch your legs 
and visit with some exhibitors. Refreshments 
will be served on the exhibit floor. 


10:00. am - 11:15am 

Making Architecture Education Relevant 
for the Profession and Society in the 21st 
Century - 1.25 LU's 

Roger Schiuniz, FAIA, University of New Mexico 
Michael Kroelinger, AIA, University of Nevada, 
Las Vegas; Mark Gelemter, Ph.D., University of 
Colorado at Denver, 
Moderated by Dan Craig, Assoc. AIA 


This panel session will focus on key rel- 
evant issues about the evolution of archi- 
tectural education and how it impacts, 
and is impacted by, the profession and 
society. Each panelist will establish a posi- 
tion, define key issues, and pose ques- 
tions for later reaction by the audience. 
Some of the issues discussed will include: 


+ Why some schools are changing 
learning expectations and instructional 
methods for design studios. 


+ How'ssuesof sustainablity and energy con- 
sciousness are introduced into curricula. 

* How performance standards for 
accreditation are developed and 
administered. 


+ How schools perceive their obligations 
for research, service, and education in 
the dual contexts of the university and 
the profession. 


10:15am - 11:15am 

For Exhibitors and CES Providers only — 
AIA/CES Registered Provider Overview - 
Partil 

11:15am - 12:15pm Exhibits Open 


The exhibit floor will be open for 
those attendees who wish to take some 
time to view the displays and meet with 
company representatives. 


11:25am - 12:15pm 
AIA Colorado Annual Business Meeting 


Every year, AIA Colorado holds it's 
annual business meeting open to all 
members. AIA Colorado members are 
encouraged to attend and participate. 
The President will present the state-of-the 
chapter report, which will include the 
Treasurer's Report, Government Affairs 
Committee Report, and Executive Vice- 
President's Report. The 2004 AIA/C 
Elections results will be announced. 
Come and meet the 2003 AIA Colorado 
Board of Directors and new officers for 
2004, and preview the plans for 2004. 


12:15 pm-2:15pm 
Conference Luncheon and Presentation 
1.5 LU's 


The Honorable Mark Udall 
United States House of Representatives 


Asamember of the House Resources 
Committee, the Committee on Science 
and the Agriculture Committee, 
Congressman Udall has championed 
environmental, energy, education and 
health care issues. His position as ranking 
member on the Science Subcommittee 
on Environment, Technology and 
Standards has given him a platform to 
address many issues important to 
Colorado's economy, including technolo- 
gy, transportation and homeland security. 
In addition, he serves as the co-chair of the 
House Renewable Energy and Energy 
Efficiency Caucus and isa recognized 
national leader in promoting a balanced 
national energy plan that includes strong 
investments in renewable energy and 
energy efficiency programs. 


2:00 pm - 5:30 pm 
Exhibits Open 


Product, service, and technology 
exhibits will be on display. Take advan- 
tage of this time to learn about the latest 
industry trends and most current prod- 
ucts and services available to you 
3:30 pm - 5:30pm 
Reception with Exhibitors/ Prize Giveaways 

Join us on the exhibit floor for the clos- 
ing reception with your colleagues, 
Exciting prizes will be given out throughout 
the reception and include a Grand Lake 
Cabin Getaway, Dinner at a local restau- 
rant, Architecture Books and much more! 


7:00 pm - 11:00 pm 

WMR/AIA Colorado Awards Gala 
Reception & Dinner 

(separate registration required) 

Join your colleagues and guests for 
the annual black-tie optional "Event of the 
Year.” Hosted by AIA Colorado President 
William Tracy, AIA, the AIA Colorado/ 
WMR Awards Gala will feature the winning 
entries from the 2003 AIA Colorado Design 
awards and the 2003 Western Mountain 
Region Design Awards. This year's winning 
recipient's of the Silver Medal and the 
WMR Firm of the Year Award will be 
announced and presented by Ed Vance, 
AIA, the WMR Chair. 
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AIA National 
Awards 

ALA Colorado 
Government 
Affairs 
Assistance 
Grant 


IA Colorado, AIA 

Florida, AIA Montana, 

and AIA Ohio will 
receive Government Affairs Assistance 
Grants ranging from $1,250 to $3,000 as 
part of an AIA advocacy assistance pro- 
gram. The Government Affairs Advisory 
Committee (GAAC) awarded the 
matching funds to these components for 
assistance with legislative, regulatory, 


and legal initiatives related to govern- 
ment-affairs activity that affects public 
policy and architecture practice. 


AIA Colorado is partnering with sev- 
eral organizations to appeal a recent 
appelicte-court decision that said that 
architects have an independent, com- 
mon-law “duty of care” to contractors 
arising out of inspections or periodic 
observations performed for a project 
owner. The component willl use its grant 
to help defray the legal fees associated 


with the appeal. GAAC noted the impor- 


tance of maintaining a body of case law 
that architects should not be responsible 
for every action undertaken by contrac- 
tors and other third parties at a job site. In 


Ae. L. ADAMS ASSOCIATES, INC. 
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Mark Your Calendars 
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WMR 2003 
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Beaver Creek Park Hyatt Resort & Spa 


GOTO: aiacolorado.org 


for more information! 


addition, a successful appeal would sup- 
port a position to which the AIA can turn 
if the issue arises in other jurisdictions. 
Further, GAAC recognized AIA Colorado 
for guarding their interests in front of the 
judiciary, a branch of government that is 
often overlooked in public-policy advo- 
cacy. “The component is providing a 
stellar example of what a fully rounded 
government affairs committee should 
be,” the GAAC says. “By monitoring the 
activities of all three branches of govern- 
ment, AIA Colorado is ensuring the inter- 
ests of its members are being protected.” 


NAAB 
Validation 
Conference 
Information 
Online 


his month, the National 

Architectural Accrediting 

Board (NAAB) will be holding 
its 2003 Validation Conference. 
Although attendance to the confer- 
ence itself is limited, a Web site just 
launched provides ready access to 
information about the event, which is 
held every three years to explore the 
NAAB accreditation conditions and pro- 
cedures. 


The Validation Conference Web 
site—developed independently by the 


editors of ArchVoices, with the coopera- 
tion of NAAB—includes information 
about the history, objectives, and signifi- 
cance of the Validation Conference; a 
detailed agenda and list of participants; 
and access to position papers submit- 
ted by various organizations and individ- 
uals. To provide context, the site also 
offers the 2000 Validation Conference 
agenda, position papers, and proceed- 
ings. Proceedings from the 2003 confer- 
ence, along with a timeline by which 
changes are expected to take effect, 
will be posted as soon as they are avail- 
able. 


“This year's NAAB Validation 
Conference is an opportunity we can- 
not squander due to a lack of informa- 
tion,” says AIA Vice President-elect RK 
Stewart, FAIA. “I applaud ArchVoices 
and their efforts to ensure that the con- 
ference participants, as well as the pro- 
fession as a whole, are fully informed of 
the wide range of perspectives that 
must be considered if architectural edu- 
cation is to evolve to meet the complex 
problems society expects architects to 
resolve. The Validation Conference Web 
site is a tremendous resource for all of us 
concerned with the future of architec- 
tural education and future generations 
of architects." 


If you have any questions, please 
contact Sherri Hughes-Smith at the 
AIA Colorado office: 303.446.2266. 
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IF YOU'RE ONLY GETTING 
HALF THE PICTURE... 


CALL MEYER DIRECT AND 
WE’LL SHOW YOU... 


Why companies like Wells Fargo Bank, EchoStar, 

Carrier, Marriott Hotels and Resorts, 

Qwest Communications International, and many 

others make direct marketing a priority. 

Time and time again, Meyer Direct proves that 
direct response marketing 
is less expensive and 
produces the best results. 
Our response generating 
creative and strategic 
targeting will leave you 
wondering why you haven’t 
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November 2003 thru December 2003 


November December 
6 AIA Denver BOD Meeting 4 AlADenver BOD Meeting and Holiday Celebration 
6 AIA Colorado South “High Performance Building & A 
Development: the Green Advantage” /Doubletree World 2 AIA Colorado South CC Landscape in the Built Environment 
Arena Series: Harry Teague - “Building in the Rocky Mountain West” 


Archichat: Monroe & Newell interview ‘at 
Introducing: New CU Dean of Architecture 


6 AIA Colorado South CC Landscape in the Built Environment 8 AIA Colorado South Program Committee Meeting Development of a PAC 


Series: Peter Hassrick - “Dual in Yellowstone: Albert Bierstadt 


and Thomas Moran 9 AIA Colorado North Joint Board Meeting 
10 AIA Colorado South Program Committee Meeting 10 AIA Colorado South Joint ('03-'04) Board Meeting Conleaned kai; 
LA] AIA Colorado North BOD Meeting Government Affairs Update » 


12 AlA Colorado South Design Awards Gala - Briarhurst 
12 AIA Colorado South South Chapter Board Meeting 


13 AIA Colorado/Westem Mountain Region Pre Conference 1e AA Colorado Joi BOD Meeting 


Workshops/Communications Symposium 12 AIA Colorado Holiday Celebration 
Park Hyatt, Beaver Creek 


14-15 AIA Colorado/Westem Mountain Region Design Conference 
and Design Awards Gala - Park Hyatt, Beaver Creek 


20 AIA Colorado South Howard Dutzi Presentation on Building 
Failures 


21 AIA Colorado State BOD Meeting 


Uncharted Territory 


by Wiliam B Tracy, AIA Colorado 2003 President 


David Hansburg, CU Football Operations Coordinator, was asked what the Buff's 2-0 record 
meant for this season, David's reply was "I don’t know. Gary Barnett has never been 2-0! We're 
in uncharted territory!" 


| realized what I would be writing about here at a mid-September CU Buff Club meeting, when 


This issue of the AIA Colorado Architect focuses on subject matter that fascinates me -the 
image of the architect and the growing diversity of our profession. Something in my psyche, and | 
believe that of many architects, leads me to avoid the middle-of-the-road in anything | do, Lots of 
interesting stuff is happening at the forefront of our profession and new and uncharted territory is 
the most exciting place to be. 


a 


Contact Sonia or Sherri at AIA Colorado at 800-628-5598 for more Calendar’ information. 
Or visit our Web site at: www.aiacolorado.org, unless otherwise noted. 


* notices are subject to change. 


Design-Build has been new territory for many architects in recent years. As more architects 
A | A Wiliam B Tracy, undertake construction with their own staff or enter into close partnerships with contractors, we 
AIA Colorado 2003 President begin to better understand and appreciate the builder's point of view. I see this as healthy, closing 
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PRSRT STD a loop that started in the middle ages when architects were grown from the trade guilds and start- 
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PAID o ed their professional lives working as craftsmen. At that time, we were called master masons. AIA 


Broomfield, CO z A 
Permit No. 220 Colorado has for some time been improving our relationships with builders. 


Since 1996, AIA Colorado has had formal working relationships with the Association of 
General Contractors (AGC Colorado) and the American Council of Engineering Companies 
(ACEC). These relationships are implemented through two groups, The Design and Construction 
Coalition and the AIA/AGC/ACEC Liaison Committee. The former group consists of the Presidents 
and Executive Directors of each organization, meets monthly, and focuses on policy and legisla- 
tive issues, Their major annual event is the Legislative Day at the Capitol, which will be on February 
5, 2004, The Liaison Committee focuses on technical and managerial issues and consists of 
appointed members that currently include Dick Anderson, AIA, Joe Levy, AIA, Ned Kirschbaum, 
AIA and Bill Smith, AIA. Their major annual event is the Curt Dale Roles and Relationship Seminar 
held annually in April, This group also tackles issues and drafts whitepapers on subjects of common 
interest, like working with owner's representatives. 


(Continued on page 19) 


